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new 
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Zoalite 















By Every Bedside 
For the Relief of Pain 


This is the beauty of the Zoalite in hospital use—that 
it needs no special wiring of any kind but can be 
attached to any ordinary electric light socket. 





Its therapeutic principle is heat—heat resulting from 
the resistance encountered by the Infra-Red rays on 
their way through the skin and into the tissues. 


Use it at the bedside. 
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900 Madison Avenue 
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Mr. Hospital Pharmacist 
Wa 


How have you been buying your Allonal and 
| Digalen? We want you to save your institution 
| some money. In the interests of charity we are 
| making up special quantity packages of each of 
| these preparations and we are offering them to 
| hospitals and allied institutions at practically 
cost prices. 





amet! 


For instance, nearly every institution now uses 
large quantities of Allonal. You should order it 
direct from us in the special bottles of 500 or 
1000 tablets. Or in the case of Digalen, order 
in lots of 100 vials or a lot of 25. If ampuls are 
| desired, we have a special package containing 
100, at the low price of $5.00. Consider the cost 
of other ampuls and think of the saving. 


These packages are made up entirely for your 
benefit. They are sold ONLY to hospitals and 
allied institutions and we take care to see that 
they must be purchased only for this purpose. 
It is a service we are glad to perform for the 
benefit of charitable institutions. 


Send at once for our complete list of hospital 
packages containing special prices on all “Roche” 
preparations. It will mean money saved for 
your hospital. 


GheHoffinann-La Roche Chemical Works* 


Makers of “Medicines of Rare Quality 


19 Cliff Street, New York City, New York 
ri \ 
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| Cruviuce 


i Thirty years of service placing 
| nurses and physicians has given us a 
thorough understanding of the per- 
It sonnel problems of hospitals. We 
i relieve the busy executive of tedious 
| and time-consuming detail and 
| locate for capable applicants desir- 
i able and remunerative employment. 


| OUR MOTTO: 
| Fair and honorable dealing, prompt, 
| courteous and efficient service. 

















CENTRAL REGISTRY for NURSES 
NATIONAL PHYSICIANS’ EXCHANGE 


| 
| 
| 
| 
| 
| 
A to 2 Service Since 1896 
| 
| 30 NortH Micuican, CHICAGO 


Member The Chicago Association of Commerce 
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Beauty 


Isakin to purity, for one can- 
not have true beauty where 
there are imperfections. 
The chemical purity and 
pharmaceutical elegance of 
D. R. L. Fine Products is 
well known to the Medical 
Profession. 

For dependability, low tox- 
icity, RESULTS, specify 
D. R. L. Neoarsphenamine. 
Ask your dealer for these 
D.R.L. products: Arsphen- 
amine, Neoarsphenamine, 
Sulpharsphenamine, Potas- 
sium Bismuth Tartrate with 
Butyn, and Metaphen. 





DERMATOLOGICAL RESEARCH LABORATORIES 
Philadelphia 


The ABBOTT LABORATORIES 
North Chicago, IIl. 


CHICAGO NEW YORK SAN FRANCISCO SEATTLE LOS ANGELES 
TORONTO BOMBAY 
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sa To the physician who prefers 


| Salicylates from natural sources— 


oe Merrell’s Salicylates 











19 } The Wm. S. Merrell Company—first in | 
| America to produce Salicylic Acid com- | 
58 {| mercially from natural sources — safe- | 
| guards the integrity of its label by own- | 
61 | ing and operating the mills producing the 
| true birch oil from which its salicylates | 
are exclusively made. | 
% | 
| 6 @ 4 | 
39 ] | 
2. | . . | 
. Sodium Salicylate Merrell | 
9 | . 
or | Specifying “true” or “natural” Sodium | 
‘ Salicylate means little because of the | 
_ widespread sophistication of the oil of | 
; birch from which this product is sup- 
9; _ posedly made. There is one specification, 
: | however, that when insisted upon will | 
: assure a salicylate from natural sources— 
7 _ Sodium Salicylate Merrell. 
Pe] 
#2 6 
7 
| TheWM.S.MERRELL COMPANY 
| | 
| Cincinnati, U. S. A. 
| 
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The medicaments of the Dark Ages were limited to what 
the herb gardens of the monasteries could furnish. Even 
advanced physicians of that time administered purgatives 
which racked and tortured — wrought, as the old books 
say, ‘‘as Devils unchained.”’ 

But now: — Eric Pritchard, a London physician, says, 
«There is no vegetable or animal oil that can reach the lower 
bowel and soften constipated stools, unless it is given in 
such excess that it is neither digested nor absorbed, hence 
there is danger of fat dyspepsia. 

‘But a mineral oil, such as liquid petrolatum (liquid 
paraffin) in whatever doses it is administered, will always 
reappear in the motions, and soften them to an extent 
which is directly proportional to the amount given.’’ 





Physicians know, of course, the value of a heavy mineral 
oil in influencing the intestinal tract in the gentlest way, 
and with actua) gain in effectiveness. 


Great numbers of hospital superintendents have voted in favor 
of zoth century methods by supplying their hospitals with 


STANOLIND. “™ 
LIQUID PARAFFIN 


(HEAVY) 


Oastedece ~ Odorless - Colorless 





STANDARD OIL COMPANY 


(IN OIAn 


CManufacturers of CMedicinal Products from Petroleum 
910 $ Michigan Ave, Chicage 
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Time and money saved, finished work of excep- 
tional quality, follow quickly the using of Solvay 
Snowflake Crystals. (Trademark Registered. U. S. 
Pat. Off.) 


SNOWFLAKE costs less per wash wheel load, and as 
it dissolves quicker than any other soda, the work is 
finished more rapidly and rinses easier; when the 
drain pipe is opened, no Snowflake goes down— 
every crystal has been used. 


SNOWFLAKE is a real soap saver and the best aid 
to a perfect bleach. A true chemical compound. 
Snowflake is always uniform, never cakes and is as 
free running as_ sand. 

For general cleaning you will find Solvay Super 
Cleanser remarkably effective for obtaining quick 
results with minimum labor and at small cost. 
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The Solvay Process Co. 


Detroit, Mich. Syracuse, N. Y. Hutchinson, Kans. 
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CRESYLONE 


Better Than Carbolic Acid 


RESYLONE as a sterilizing agent renders 

phenol or carbolic acid superfluous. It is 
freely miscible with water in all proportions so 
that any strength solution desired may be readily 
prepared; and it is much less toxic or irritating 
than a phenol solution of equivalent germicidal 
activity. 
Cresylone owes its germicidal powers to a special 
grade of cresols which are present in the proportion 
of 50 per cent. 


Cresylone is used for the disinfection of instru- 
ments, since it has no corrosive effect on either 
steel or nickel; for cleansing wounds and ulcers; 
and for sterilizing the hands of the surgeon and 
his attendants. Those who use Cresylone tell us 
that it renders the hands agreeably soft and sensi- 
tive and is without irritating effect. 


This product is especially useful for preparing the 
operating room or cleansing the iti, walls and 
floor of the sick room or hospital ward. It is 
also of value when employed as a disinfectant for 
soiled clothing. 


The solutions commonly used are 1 to 2 - cent 
strength; a 214 per cent solution is equal germi- 
cidally to a 5 per cent phenol solution. 


Your correspondence is invited. Please let us 
know your requirements. We shall be glad to 
quote prices on any desired quantities. 


PARKE, DAVIS & COMPANY 


DETROIT, MICHIGAN WALKERVILLE, ONTARIO 
MONTREAL, QUEBEC 
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The Round Table Magazine of the Hospital Field 


THE HOSPITAL BUYER CO., Inc. 
28 E. Huron St., CHICAGO, ILL. 


Harry C. Puispss, Managing Editor 
Geo. C. Braun, Business Manager 


Editorial Advisers 
Rock Sreyster, M. D., Medical Director, Milwaukee Sanatorium 
A. M. Forster, M. D., Medical Director, Cragmore Sanatorium 
Ay A, STHACSS. MM De. cckkaec Michael Reese Hospital, Chicago 
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Keeping Step 

Recently I was on a visit to the east and my little 
boy, being like other American boys, wished to 
see West Point, so we paid a visit to the historic 
old fortress on the Hudson, for the attempted be- 
trayal of which Benedict Arnold is execrated and 
Major Andre was hanged. 

We saw the young gentlemen from various 
states in the Union all dressed up in their gray 
and white, being drilled in the manual of arms 
and being severely reprimanded if a shoulder strap 
hung an inch out of kilter or a rifle was held a 
fraction out of alignment. 

The hard boiled old sergeant of artillery, who 
was acting as our guide, grinned as he watched 
the senior men put the “plebes” through their drill. 

“We teach the kids how to keep step here, how 
to coordinate every movement, how to do every- 
thing exactly together in just the way which mili- 
tary experience has found to be the most effective. 
In half an hour just watch the boys march into 
mess and you'll see some marching.” 

So for half an hour we waited until the stirring 
strains of an excellent drum and bugle corps an- 
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nounced the march of the hungry young men to 
their mess hall. 


Then across the parade ground they came, an 
imposing column of platoons—splendid specimens 
of young American manhood. Every rank aligned 
—every step exact—so inspiring a sight that even 
a hardened old sinner like the writer felt his toes 
tapping in time to the music, his shoulders straight- 
ening and his head held erect in memory of old 
days in the old regiment. 


The little boy, delighted, said: ‘Gosh, dad, I 
want to be a cadet.” My little girl, delighted, but 
in a different way, said: “Dad, that’s mighty 
pretty, but why do they all have to keep step?” 
Now, that’s the kind of a poser a kid can put to 
you and which makes you think to find the right 
answer. 


But a little thought shows you that the fact that 
the various units in an organization are exactly 
aligned and keeping step is what welds a lot of 
different people, be they soldiers or civilians, into 
one mighty striking force. 

Keeping step is the difference between an army and a 
mob. 

Now, in the hospital profession we are training, not in 
the science of taking life, like the soldier, but in the science 
of preserving life—a nobler cause. 

So that all the hospital workers in all the hospital units 
everywhere may become an army of healing, one great co- 
ordinated force, we must learn to keep step. 

One of the things which are designed to teach us how to 
keep step is the hospital convention, to be held this year at 
Atlantic City. At this, the 28th annual meeting of the asso- 
ciation, what might be termed the platoon leaders of the 
hospital army are to gather and, from the information given 
us by Doctor Walsh and his able assistants, this is to be a 
memorable convention. 

Keep in mind that every manufacturer of hospital equip- 
ment does his very best to exhibit at this meeting his latest 
development of either supplies or apparatus, and the fact 
that each exhibitor has on hand his best qualified demon- 
strators means that a visit to the hospital convention en- 
ables you to keep step with the most progressive spirit of 
the hospital world today. 
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Program of Hospital Convention 


SCHEDULE OF SESSIONS 


MONDAY, SEPTEMBER 27th 

REGISTRATION 
10:30 a. m.—Conference. Officers of 

the American Hospital Association 

with Chairmen of Sections and Com- 
mittees. 

Note: At 10:30 a. m., there will be 
a conference of the officers of the 
American Hospital Association with all 
chairmen of sections and committees in 
the Left Central Hall. At this time 
the President will outline certain lines 
of procedure and chairmen will be ex- 
pected to discuss any phases of the 
program that are not perfectly under- 
stood. 


2:00 to 4:00 p. m. 
Administrative Section—Marine Hall 


J. C. Doane, M.D., Chairman, 
Philadelphia General Hospital, 
Philadelphia, Pa. 
Clarence Baum, Secretary, 
Lakeview Hospital, 
Danville, Ill. 


A CLINIC ON “THE ETIOLOGY, 
DIAGNOSES AND TREATMENT 
OF CHRONIC HOSPITAL ILLS” 


1, WASTE: 
(a) of Time: ’ 
R. G. Brodrick, M. D., Highland 
Hospital, Oakland, Cal. 


(b) of Materials: 
1—Surgical Supplies: 
W. Crane Lyon, Mercer Hos- 
pital, Trenton, N. J. 


2—Food: 
Mary A. Foley, The Kahler Cor- 
poration, Rochester, Minn. 
E. M. Geraghty, Lakeside Hos- 
pital, Cleveland, O. 
3—Non-Expendable Supplies: 
J. Allen Jackson, M.D., State 
Hospital for the Insane, Dan- 
‘ville, Pa. 


2. ABUSE OF EQUIPMENT: 
Paul H. Fesler, State University 
Hospital, Oklahoma City, Okla. 


3. SUB-STANDARD MORALE 
AMONG PERSONNEL: 

C. G. Parnall, M. D., Rochester 

ee Hospital, Rochester, 


4. PAUCITY OF NURSES: 
Jessie J. Turnbull, 
Steel Magee Hospital, 
burgh, Pa. 


Elizabeth 
Pitts- 





3:20-3:50 p. m.—General Discussion. 
3:50-4:00 p. m.—Election of Officers. 


8:00 to 10:00 p. m. 


OPENING GENERAL SESSION— 
MARINE HALL 


President Bachmeyer Presiding 


Invocation— 
Formal Opening of Meeting by the 
President 

Address of Welcome—Honorable A. 
Harry Moore, Governor of New 
Jersey. 

Address of Welcome—Honorable Edw. 
W. Bader, Mayor of Atlantic City. 

Address of Welcome—Paul Keller, 
M. D., President, New Jersey Hos- 
pital Association. 

Address of Welcome—S. F. Donohoe, 
M. D., President, New Jersey Medi- 
cal Society. 

Address of Welcome—D. W. Scanlon, 
M. D., President, County Medical 
Society. 

Response—Daniel D. Test, Trustee, 
American Hospital Association. 

Address of the President. 


TUESDAY, SEPTEMBER 28th 
9:00 to 11:00 a. m. 
GENERAL SESSION—MARINE 
HALL 


President Bachmeyer Presiding 


9:00-9:20—Report of the Board of 
Trustees: 
Richard P. Borden, Esq., Senior 


Trustee, American Hospital Asso- 
ciation, Union Hospital, Fall River, 
Mass. 


:20-9:30—General Discussion. 


:30-9:45—Report of the Treasurer: 
Asa S. Bacon, Treasurer, Presby- 
terian Hospital, Chicago, Ill. 


o © 


9:45-10:00—Report of the Executive 
Secretary: 

William H. Walsh, M. D., Executive 
Secretary. 


10:00-10:10—General Discussion. 


10:10-10:25—Report of Membership 
Committee: 
Lewis A. Sexton, M. D., Chairman, 
Hartford Hospital, Hartford, Conn. 


10:25-10:35—General Discussion. 


10:35-10:50 — Report of Nominating 
Committee: 

John M. Peters, M. D., Chairman, 

7" Island Hospital, Providence, 


10:50-11:00—General Discussion. 
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TUESDAY, SEPTEMBER 28th 
2:00 to 4:00 p. m. 


ADMINISTRATIVE SECTION 
MARINE HALL 
J. C. Doane, M. D., Chairman, 


Philadelphia General Hospital, 
Philadelphia, Pa. 


Clarence Baum, Secretary, 
Lakeview Hospital, 
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GENERAL SESSION 
MARINE HALL 
President Bachmeyer Presiding 
Reception, Entertainment and Dance, 


under the auspices of the Local Com, 
mittee on Arrangements. 


Dance and Music Committee: 
Paul Keller, M. D., Chairman 
August Birkenmeir 


Danville, Ill. 
WEDNESDAY, SEPTEMBER 29th 
9:00 to 11:00 a. m. 


GENERAL SESSION 
MARINE HALL 


President Bachmeyer Presiding 


NS 


:00-2:15—Report of Committee on 
General Furnishing and Supplies: 

Margaret Rogers, Chairman, St. 
Luke’s Hospital, St. Paul, Minn. 

:15-2:25—Opening Discussion: 

A. E. Foote, Division of Simplified 
Practice, Department of Commerce, 


N 


Washington. sla Os “Simplicity and 

: : tandardization”’ 
2:25-2:40—General Discussion. A. E. Foote, cies of Simplified 
2:40-2:55—Report of Committee on Ac- Practice, Department of Commerce, 


counting and Records. 
:55-3:05—Opening Discussion: :15-9:25—Opening Discussion: 
G. W. Curtis, Santa Barbara Cottage Margaret Rogers, St. Luke’s Hos. 
Hospital, Santa Barbara, Cal. pital, St. Paul, Minn. 


Washington. 


NS 
© 


3:05-3:20—General Discussion. 9:25-9:40—General Discussion. 
3:20-3:35—Paper, ‘‘Workmen’s Com- 9:40-9:55—Report of Legislative Com. 
pensation”: mittee: 

E. H. Lewinski-Corwin, Ph. D., Hos- E. T. Olsen, M. D., Chairman, 
pital Information Bureau, New Englewood Hospital, Chicago, Ill, 
Worn, N. X. 9:55-10:05—Opening Discussion: 

3:35-3:45—Opening Discussion: W. J. Morrill, M. D., Columbia Hos. 

John A. Lapp, Catholic Welfare pital, W ashington, . D,. &. 
Council, Chicago. 10:05-10:20—General Discussion. 

3:45-4:00—Discussion: 


:00- } } bes : 10:20-10:35—-Report of Committee on 
L. S. Schmitt, M.D., University of Training of Hospital Executives: 
California, San Francisco, Cal. M. T. MacEachern, M. D., Chair. 
Cornelius S. Loder, New York, N. Y. man, American College of Sur- 
geons, Chicago, III. 
10:35-10:45—Opening Discussion: 

2:00 to 4:00 p. m. Edw. A. Fitzpatrick, Dean, Graduate 
SOCIAL SERVICE SECTION School oi Medicine, Marquette 


University, Milwaukee, Wis. 
LEFT CENTRAL HALL 10:45-11:00—General Discussion. 
Mrs. Chas. W. Webb, Chairman, 


Lakeside Hospital, 
Cleveland, O. 
Lena R. Waters, Secretary, 
University Hospital, 
Philadelphia, ra, 


“A BASIS FOR MUTUAL UNDER- 
STANDING BETWEEN DOCTORS 
AND SOCIAL WORKERS” 


2:00-2:20—From the Standpoint of the 
Hospital Executive: 

Jos. C. Doane, M. D., Philadelphia 
General Hospital, Philadelphia, Pa. 

:20-2:35—General Discussion. 

:35-2:55—From the Standpoint of the 
Social Worker: 

Gertrude L. Farmer, Boston City 
Hospital, Boston, Mass. 


2:00 to 4:00 p. m. 


ADMINISTRATIVE SECTION 
MARINE HALL 


C. Doane, M. D., Chairman, 
Philadelphia General Hospital, 
Philadelphia, Pa. 
Clarence Baum, Secretary, 
Lakeview Hospital, 
Danville, Il. 


“WHAT SHALL BE DONE FOR 
AND WITH THE MIDDLE- 
CLASS PATIENT” 


From the standpoint of: 


1. tia ae: CONSTRUCTION: 
S. Goldwater, M. D., Mt. 


NN 


2:55-3:10—General Discussion. » sina a me Te 

3:10-3:30—From the Standpoint of the 2. HOSPITAL ADMINISTRATION: 

Visiting Physician: Geo. F. Stephens, M. D., Win- 
John E. Jennings, M. D., Member of 


nipeg General Hospital, Win- 
nipeg, Canada. 
3; = oo - * 
. eee rederic A. ashburn, M. D., 
$:30-3:45—General Discussion. Massachusetts General Hospi- 
:45-4:00—Election of Officers. tal, Boston, Mass. 


Staff, Greenpoint Hospital and St. 
Catherine's Hospital, Brooklyn, 
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4, THE BOARD OF TRUSTEES: 
Ernest U. Buckman, M. D., 
President, Board of Trustees, 
Wilkes-Barre General Hospi- 
tal, Wilkes-Barre, Pa. 


5. THE PHYSICIAN: 

Edward A. Schumann, M. D., 
Visiting Gynecologist & Ob- 
stetrician, Philadelphia Gen- 
eral Hospital, Philadelphia, Pa. 


6. THE PATIENT: 

George H. Meeker, Sc. D., Dean, 
Graduate School of Medicine, 
University of Pennsylvania, 
Philadelphia, Pa. 


7, NURSING: 
Major Julia C. Stimson, Army 
Nurses’ Corps, U. S. A, 


Washington, D. C. 
3:20-4:00 p. m.—General Discussion. 


2:00 to 4:00 p. m. 

Dietetic Section, Casino—Second Floor 
Elizabeth Tuft, Chairman, 
Wesley Memorial Hospital, 

Chicago, Il. 
Marion Peterson, Secretary, 
Miami Valley Hospital, 
Dayton, Ohio 
:00-2:15—Report of the Committee on 
Foods and Equipment for Food 
Service: ; ; 
Paul Fesler, Chairman, University 
Hospital, Oklahoma City, Okla. 
:15-2:25—Opening Discussion. 
:25-2:35—General Discussion. 
:35-2:50—Paper, ‘““The Need for Fur- 
ther Nutritional Knowledge in 
Hospitals’’: 

H. E. Barnard, Ph. D., Institute 
of Baking, Chicago, III. 

:50-3:00—Opening Discussion: 

Vera Howard, Dietitian, Bellevue 
Hospital, New York, N. Y. 

:00-3:10—General Discussion. 

:10-3:25—-Paper, ‘‘Making the Nurs- 

ing Course More Practical’’: 

Mrs. Mary DeGarmo Bryan. 

:25-3:35—Opening Discussion: 

Helen Clark, Clifton Springs, N. Y. 

:35-3:45—General Discussion. 

:45-4:00—Election of Officers. 
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8:00 to 10:00 p. m. 


OUT-PATIENT SECTION 
MARINE HALL 


John D. Spelman, M. D., Chairman, 
Touro Infirmary, 
New Orleans, La. 
C. D. Frost, M. D., Secretary, 
Lakeside Hospital, 
Cleveland, Ohio. 


8:00-8:15—Report of the Out-Patient 
Committee: 
Alec N. Thomson, M. D., Chairman, 
Medical Society, County of Kings, 
Brooklyn, N. Y. 
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8:15-8:25—General Discussion. 

:25-8 :50—Paper. 

:50-9:05—Paper, “‘Importance of the 
Out-Patient Department from the 
Point of View of the Hospital’’: 

Richard G. Brodrick, M. D., High- 
land Hospital, Oakland, Cal. 

:05-9:20—General Discussion. 

:20-9:35—Paper, “Importance of the 
Out-Patient Department from the 
Point of View of Public Health”: 

Prof. C. E. A. Winslow, President, 
American Public Health Associa- 
tion, New York, d 

:35-9:45—General Discussion. 

:45-10:00—Election of Officers. 
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THURSDAY, SEPTEMBER 30th 
9:00 to 11:00 a. m. 


GENERAL SESSION 
MARINE HALL 


President Bachmeyer Presiding 


:00-9:15—Report of Committee on 
Public Health Relations: 
A. J. Chesley, M. D., Chairman, 
State Board of Health, St. Paul, 
Minn. 


:15-9:25—General Discussion: 


:25-9:40—Report of Committee on 
County Hospitals: 

C. W. Munger, M. D., Chairman, 
Valhalla, 


wo 


oo 


Grasslands Hospital, 

Ne Ys 

:40-10:20—Discussion: 

Cornelius S. Loder, New York, N. Y. 

H. J. Southmayd, Commonwealth 
Fund. New York, N. Y. 

Frank E. Sampson, M. D., Creston, 
Iowa. 

Raymond Clapp, Welfare Federation, 
Cleveland, Ohio. 


10:20-10:35—Report of National Hos- 
Ps oy Day Committee: 
J. Cummings, Chairman, Tacoma 
gi oe Tacoma, Wash. 
10:35-11:00—Discussion and Presenta- 
tion of Certificate of Award. 


o 


2:00 to 4:00 p. m. 


CONSTRUCTION SECTION 
MARINE HALL 


Geo. D. O’Hanlon, M. D., Chairman, 
Jersey City General Hospital, 
Jersey City, N. J. 

Oliver H. Bartine, Secretary, 
Hospital for Joint Diseases, 
New York, x. 


2:00-2:15—Report of Committee on 
Buildings; Construction Equip- 
ment and Maintenance: 
“Planning a Nurses’ Home’”’ 
(Outline of a building program for 
a Nurses’ Home and School for a 
500-bed hospital. A Reference 
List for Architects and Building 
Committees.) 
S._S. Goldwater, M. D., Chairman, 
Mount Sinai Hospital, New York. 
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:35-2:50—Paper, 


:00-2:10—Paper, 


THURSDAY, SEPTEMBER 30th 


:15-2:35—Discussion: 


A. K. Haywood, M. D., Montreal 
General Hospital, Montreal, Can. 
Daniel D. Test, Pennsylvania Hos- 

pital, Philadelphia, Pa. 

F. A. Washburn, M. D., Massachu- 
setts General Hospital, Boston, 
Mass. 

“Economics of Hos- 
pital Planning”: 

H. P. Van Arsdall, Architect, Cin- 
cinnati, 


:50-3:00—Opening Discussion: 


Frank E. Chapman, Mt. Sinai Hos- 
pital, Cleveland. 


:00-3 :10—Discussion: 


H. Eldridge Hannaford, Architect, 
Cleveland, Ohio. 


:10-3:25—Paper, ““Must We Develop 


a Distinctive Hospital Architec- 
ture”: 


Richard Resler, Architect, New York, 
N.Y. 


:25-3:35—Opening Discussion: 


Henry C. Wright, Architect, New 
orc, N.Y. 


:35-3:45—Discussion: 


Walter H. Conley, M. D., Metro- 
politan Hospital, New York. 

S. Chester Fazio, Rockaway Beach 
spospltal, Rockaway Beach, New 
ork, 


:45-4:00—Election of Officers. 


2:00 to 4:00 p. m. 


NURSING SECTION 
CASINO—SECOND FLOOR 


Grace E. Allison, Chairman, 
Samaritan Hospital, 
Troy, New York 

Evelyn Wood, Secretary, 

Central Council for Nursing, 

Chicago, III. 


“The 
Schools of Nursing’’: 

Wm. Darrach, M. D., Committee on 
the Grading of Nursing Schools, 
New York, N. Y. 


Grading of 


:10-2:20—‘“‘Problems Involved in the 


Grading Program”: 

May Ayres Burgess, Ph. D., Director 
of Study Committee on the Grad- 
ing of Nursing Schools, New 
Ver, N.Y. 


:20-2:30—General Discussion. 
:30-2:45—Paper, “The Attitude of the 


High School Girl Toward Nurs- 
ing”’: 

Frances B. Latimer, Committee on 
Nursing Education, Cleveland, O. 


:45-2:55—Opening Discussion: 


Major Julia C. Stimson, Army Nurse 
Corps, U. S. A., Washington, D. C. 


:55-3:05—General Discussion. 
:05-3:15—Paper, “The Application of 


the Case Method of 
Nursing”’: 

Effie Taylor, Associate Professor and 
Superintendent of Nurses, Yale 
School of Nursing, New Haven, 
Conn. 


Teaching 


Hospital Topics & Buyer 


3:15-3:25 — Discussion, “From the 
Standpoint of the Municipal Hos. 
os - 
arion Rottman, irector Nurs; 
Service & Principal Schools 
Nursing, Bellevue & Allied Hos. 
pitals, New York, N. Y. 
3:25-3:35 — Discussion, “From the 
Standpoint of the Small Hospital”. 
Margaret Ashman, Superintendent of 
Nurses, Orange Memorial Hospi. 
tal, Orange, N. J 
3:35-3:45—General Discussion. 
3:45-4:00—Election of Officers. 


8:00 to 10:00 p. m. 


TRUSTEE SECTION 
LEFT CENTRAL HALL 


Frank B. Shaw, Chairman, 
Presbyterian Hospital, 
Chicago, IIl. 


ROUND TABLE DISCUSSION 


8:00-8:25—‘“‘Hospital Fire Insurance,” 


:25-8:50—“‘Relationship of the Nurses’ 
Training School to the Hospital.” 


8:50-9:20—“Is It Justifiable to Meet 
the Cost of Workmen’s Compensa- 
tion Cases from Trust Funds?” 
9:20-9:45—‘“‘Responsibility of Trustees 
for the Acts of Their Agents.” 
(The above subjects will be discussed 
by the following trustees, after which 
any new subjects may be introduced 
by those present.) 
Ingersoll Bowditch, 111 Devonshire 
Street, Boston, Mass. 
Col. C. S. Walker, Iowa Methodist 
Hospital, Des Moines, Ia. 
P. B. Sherriff, Broadlawns-Polk Co. 
Public Hospital, Des Moines, Ia. 
Henry E. Meeker, St. Mark’s Hos- 
pital, New York, N. Y. 


9:45-10:00—Election of Officers. 


8:00 to 10:00 p. m. 


SMALL HOSPITAL SECTION 
CASINO, SECOND FLOOR 


Mary E. Yager, Chairman, 
Maternity and Children’s Hospital, 
Toledo, Ohio. 


:00-8:20—Paper, “The Small Hospi- 
tal—Its Organization and Com- 
munity Relation”: 

Frank E. Chapman, 
Hospital, Cleveland, 

8:20-8:35—General Discussion. 

8:35-9:45—Round Table—Topics: 

(a) Staff Procedure and Its Relation 
to the Board of Trustees and 
Superintendent. 

Accounting and Credit Depart- 


Mount Sinai 


(b) 


ment. 

Social Service Department. 
X-Ray and Laboratory Depart- 
ment. 

Mechanical Department. 
Pharmacy. 

Dietary Department. 

Laundry and Housekeeping De- 
partment, 


9:45-10:00—Election of Officers, 
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FRIDAY, OCTOBER ist 
9:00 to 11:00 a. m. 


GENERAL SESSION 
MARINE HALL 


President Bachmeyer Presiding 


9:00-10:00—Report of the Committee 
on Clinical and Scientific Equip- 
ment and Work: : 

K. H. Van Norman, M. D., Chair- 
man, Lakeside Hospital, Cleve- 
land, 

(a) “Ethylene Gas Anesthesia with 
a View to Recommendation, with 
Particular Reference to Its Ex- 
plosiveness.” 

Discussion. 

(b) “Operating Room Equipment for 

a 100 Bed Hospital.” 
Discussion. 

(c) “Electrocardiography — Consid- 
ered from the Following Stand- 
points”: 

1. Type of Apparatus. 

. Location. 
. Wiring, and if so, how ex- 
tensive. 
. Special Hours for operation. 
. Operator—M. D. or Tech- 
nician. 
. Charges made. 
Method of keeping records. 
. Popularity with staff—espe- 

cially surgeons. 
10:00-10:20—Paper, ‘‘What Is Physical 

Therapy?” 

Norman E. Titus, M. D., Vice-Pres- 
ident, American Electrotherapeutic 
Association, New York. 

10:20-10:30—Discussion: 

F Granger, M. D., Boston City 
Hospital, Boston, Mass. 
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10:30-10:50 — “‘Physiotherapy Depart- 
ment Personnel from the Hospital 
Administration Viewpoint”: 
. Bern Hirsh, M. D., Editor New 
York Medical Week, New York. 
10:50-11:00—Discussion: 
m. Benham Snow, M. D., Editor 
Physical Therapeutics, New York. 


2:00 to 4:00 p. m, 


GENERAL SESSION AND 
BUSINESS MEETING 
MARINE HALL 


President Bachmeyer Presiding 


2:00-2:15—Report of the Committee on 
Constitution and Rules: 

Richard P. Borden, Chairman, Fail 
River, Mass. 

:15-2:30—General Discussion. 

:30-2:45—Report of the Resolutions 
Committee: 

Louis H. Burlingham, M. D., Chair- 
man, Barnes Hospital, St. Louis, 
Mo. 

:45-3:00—General Discussion. 
:00-3:15—Report of the Committee on 
Smithsonian Institute Exhibit: 
Winford H. Smith, M. D., Johns 

Hopkins Hospital, Baltimore, Md. 

215-3 :30—Discussion: 

Richard P. Borden, Fall River, Mass. 

Daniel D. Test, Pennsylvania Hos- 
pital, Philadelphia, Pa. 

:30-3:45—Report of Election Returns. 

:45-3:50—The New President Takes 
the Chair. 

:50-4:00—Announcement of Commit- 
tee Appointments for 1927. 
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CONVENTION OF AMERI- 
CAN DIETETIC ASSOCIA- 
TION IN OCTOBER 
Following close on the Amer- 
ican Hospital convention will be 
the annual meeting of the 
American Dietetic Association 
—to be held at the Ambassador 
Hotel, Atlantic City, October 11, 

12 and 13. 

The following program, which 
considers dietetics from both a 
scientific and a practical view- 
point, promises some interest- 
ing sessions: 

General Financial Problems 
in the Endowed Institution. 

The Role of the Dietitian in 
Planning the New Hospital. 

The Hospital from a Business 
Standpoint. 

Advancement in the Basic 
Sciences — Physiology, Chemis- 
try, Economics. 


Teeth and Diet. 

Our Present Knowledge of 
Rickets. 

Diabetes in Children. 

Use of Egg in the Child’s 
Diet. 

Principles of Personnel Man- 
agement. 


Temperament .Problems in Re- 
lation to Food 


Dr. Ruth Wheeler, Professor 
of Physiology at Vassar Col- 
lege, and President of the Asso- 
ciation, will preside at the ban- 
quet on the evening of October 
11, where Dr. J. J. R. MacLeod 
of the University of Toronto, 
and Insulin fame, will tell his 
audience of the advances made 
in Physiology. Dr. Julius Stieg- 
litz, of the University of Chi- 
cago, will speak of the advances 
made in the world of Chemistry. 
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The New Borgess Hospital 


The New Borgess Hospital 


Kalamazoo 


By Geo. B. 


More than thirty years ago 
the Sisters of St. Joseph 
founded the first hospital in the 
little city of Kalamazoo, Mich- 
igan. The village has grown 
with the vears until it is now 
a thriving municipality with 
56,000 inhabitants, three busy 
general hospitals, a contagious 
hospital and _ several smaller 
private institutions. The State 
Psychopathic Hospital is also 
located here. 

A number of years ago the 
quarters of the old hospital be- 
came inadequate for the work to 
be done and, in 1917, the Sisters 
opened the New Borgess Hos- 
pital on a splendid tract of 
thirty-three acres, three miles 
from the heart of the city and 
just at the city limits. 


New Addition Will Shortly Be 
Under Way 


These quarters are now too 
small and they expect to break 
ground, in October, for an ad- 
dition as large or larger than 


Lake, M. D. 


the present building and also 
for a nurses’ home. The nurses 
are at present living partly in 
the original farmhouse which 
was on the land and partly in 
the hospital itself. 

A comfortable bus (they run 
every hour) carried me to the 
door of the hospital and 
stopped for me to ride back. 

While I was waiting in the 
pleasant little reception parlor 
for the Sister who was to show 
me about I was entertained by 
a burst of song from a very 
competent canary somewhere 
nearby. 

I was first taken to the roof, 
which has not yet been fitted up 
for use by the patients, because 
of lack of funds, but which af- 
fords a charming view of the 
surrounding country where 
rolling hills are dotted with 
patches of woods and prosper- 
ous farms. From here I could 
also see a large garden, includ- 
ing a big strawberry bed, which 
furnishes most of the vegeta- 
bles for the table. 
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A barn, with a silo, houses 
the eight cows which furnish 
milk for the hospital. Their 
eggs are produced by 250 hens; 
while eight pigs dispose of all 
the garbage and show a nice 
profit at the end of the year. 

They have a good-sized ice- 
house, where they put up nat- 
ural ice from a nearby river, 
which serves for ordinary re- 
frigeration purposes. The _ ice 
for table use is made in a mod- 
ern electric refrigerator. 


Some Economical Features 


The atmosphere of the hospi- 
tal is pleasant and home-like, 
and everywhere are evidences 
of efforts to save unnecessary 
expense without, however, sac- 
rificing efficiency or durability. 

The floors (except in the op- 
erating pavillion) are of ce- 
ment, painted at the edges and 
with a strip of “battleship” lin- 
oleum, down the center of the 
halls. The effect is as neat and 
satisfactory as that produced 
by more expensive floors and 
the sanitary factors are equally 
good. 

The walls, throughout, are 
painted a creamy tint, and in 
several of the private rooms 
a frieze of bright, conventional 
flowers has been added, near 
the ceiling — a very attractive 
addition. 


Private Rooms and Prices 


Many of the private rooms 
have been furnished (two or 
three are endowed) by gener- 
ous citizens, and the variety in 
the furnishings makes a pleas- 
ant relief from the usual hospi- 
tal monotony. 

The painted cement floors are 
covered by bright rugs. There 
are lace curtains and cheery 
hangings at the windows. The 
chairs are like those at home 
and so are some of the beds, 
though, whenever possible, the 
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The Operating Room 


Sisters have persuaded the 
donors to put in a Fowler hos- 
pital bed, enameled walnut or 
mahogany color. There are 
good pictures on the walls of 
every room. 

Each front (south) room has 
a complete private bath room, 
and the daily rate for these is 
only $6.00, with the exception of 
the corner rooms, which are 
$7.00. 

The back (north) rooms are 
slightly smaller and each has a 
private toilet and lavatory with 
running hot and cold water. 
There is a bath for every two 
rooms, opening into both. The 
rate for these rooms is $4.00 a 
day—corner rooms, $5.00. 

In the north wing of the 
building are small private 
rooms and small wards of two 
and four beds (the largest has 
six beds.) Between each two 
wards is a complete bath room, 
and there are ample bathing 
and toilet facilities for those in 
the private rooms. 

The furniture in this north 
wing is of the ordinary, white- 
enameled, hospital type. The 
rates are $3.50 for a private 
room and $3.00 for a ward bed. 
All rooms and wards are 
bright and pleasant. 

All radiators are equipped 
with white-enameled hoods or 
covers which contain a pan for 
water, so that the evaporation 
provides needed moisture in the 
air during the winter. 
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Conditions as shown below are 
often disclosed by a radiograph of 
cases under treatment for consti- 
pation. 








Type A-25 
Patented 





RESTORING MUSCLE TONE 
CATHARTICS 


| The Surging Sine Wave Currents delivered by the 
“MORSE” WAVE GENERATOR 


| enable the Medical Practitioner to treat obstinate 
| cases of Constipation, Intestinal Stasis or partial 
| restriction at the Hepatic or Splenic Flexure with 
| assurance that a lasting recovery rather than tem- 
porary relief will result. 

Exercise induced by the Sine Wave 
| Current will restore muscle tone 
| This is only one of many conditions in which the 
| Sine Wave Current may be used to advantage. 
| 
| 
| 


The Pulsating Direct and the Gaivanic Currents 
delivered by this Generator are also well nigh in- 
dispensable to the Medical Practitioner. 


Mail the Coupon for Complete Particulars 
GENERAL X-RAY COM PANY 


| 831-L Park Square Bldg. 
BOSTON 3s MASSACHUSETTS 





GENERAL X-RAY CO., 831-L Park Sq. Bldg, BOSTON, MASS. 

We want to know all about the Morse Wave Generator. Send Bulle- 
tin A-25. 
Name 


Address 
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All rooms and wards are pro- 
vided with portable’ screens 
(folding fancy ones for the 
front rooms and standing metal 
ones with removable muslin 
covers for the back rooms), so 
that doors may be left open for 
ventilation without interfering 
with the feeling of privacy. 


There is a library of about 
500 volumes, mostly donated, 
which is kept in sectional book 
stacks at convenient points in 
the corridors. The patients use 
these boaks as they would their 
own, at home, taking and re- 
turning them as they please. 
No records are kept, but I am 
told the library is extensively 
used. 


The nursing unit is a floor, 
and on each floor there is a 
complete utility room and diet 
kitchen. In these, and through- 
out the hospital, the cupboards, 
closets, racks for trays and all 
such fixtures have been built in 
by local labor. The material is 
southern pine, and the effect is 
pleasing. The saving in expense 
must have been a considerable 
item. 


Between floors and depart- 
ments they use a_ telephonic, 
intercommunicating annunci- 
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ator system which gives good 
service. 


Surgical Department 


The surgical department oc- 
cupies the fourth floor. In the 
operating pavilion the floors 
are of white tile and the walls 
white-enameled. 

The  surgeon’s __ preparation 
room is equipped with lockers, 
shower and toilet. The sterj- 
lizer room has a large, complete 
Scanlan-Morris (“White Line”) 
installation, operated by steam, 
which has proved entirely sat- 
isfactory. 

The main operating room is 
large, light, airy and_ well- 
equipped. Its only drawback is 
a southern exposure. 

A Sister, trained in gas anes- 
thesia, gives nitrous oxide-oxy- 
gen or ethylene anesthetics 
with a complete Gwathmey 
apparatus. 

There is also a small operat- 
ing room, facing north, where 
tonsillectomies and other of the 
less serious operations are per- 
formed in an emergency. 

There are thirty-five beds on 
the surgical floor, including a 
children’s surgical ward with 
two small beds and two crib- 
beds. The rugs, furniture and 

















The Summer House on the Lawn 
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SMALL BaLEs OF WADDING NOW AVAILABLE 
No Need to Overstock 


Not the dressmaker’s or tailor’s variety, but iF 


Belleview Surgical Wadding 
Made Exclusively for Hospital Use 


| Small bales — 40 sheets 36 in. x 6 yds. 
Large bales — 80 sheets, 36 in. x 6 yds. 
Packages—6 sheets, 36 in. x 6 yds. 


Belleview Surgical Wadding is bleached, soft to the skin, 
free from the usual impurities found in the commercial prod- 
uct. It contains only sufficient sizing to give it the necessary 
tensile strength for winding around limbs. The sheets are 
of convenient length, 6 yards. Each bale is wrapped in heavy 
| kraft paper and packed in thick, new burlap, so that the wad- 
ding will reach you in good condition. 


SAMPLES AND PRICES UPON APPLICATION 


| NEW BRUNSWICK,(/ N.J..U.S.A. 


The Routine Hospital Remedy 
for Epilepsy 
LU MINAL 


Among leading institutions using it 


CR et ee 



































are: 
As a General 
° Craig Colony for Epileptics 
Sedative Indiana Village for Epileptics 
: P Ohio Hospital for Epileptics 

wets = = Arkansas State Hospital for Nervous Diseases 
Cieeevey WHE oe R. I. State Hospital for Mental Diseases 
various other condi- Manhattan State Hospital 
tions in small doses N. J. State Village for Epileptics 
of % to % gr. Iowa State Hospital and Colony for Epileptics 


N. C. State Colony for Epileptics 





None Genuine Without Winthrop Label 








Literature on Request 


Winthrop Chemical Co., Inc. 
117 Hudson Street : New York, N. Y. 
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hangings in this room are a 
soft gray and the walls are pro- 
fusely adorned with colorful 
and exciting kiddie pictures. 
The whole effect is cheering 
and restful. 

The third floor is for medi- 
cal cases, and the arrangements 





The Laboratory 


and fittings are like those of the 
surgical, except that there is a 
large sun-parlor, facing south, 
which is used by all patients. 


Obstetrical Department 


The obstetrical department is 
on the second floor. A roomy 
reception corridor is carpeted 
with rugs and furnished with a 
grand piano and_ luxurious 
chairs and settees. It opens on 
a broad, uncovered balcony. 

The delivery room is equipped 
with a standard delivery table 
and all other things necessary 
for doing a modern accouche- 
ment. A complete bath room 
adjoins it. 

There are fourteen cribs (ten 
in one room and four in an- 
other) and the walls of the 
nurseries are covered with 
bright pictures, fascinating to 
the little ones. The necklace 
identification system is used. 

At the southwest corner of 
the ground floor there is a com- 
modious smoking room for con- 
valescent men _ patients and 


their guests. A large radio re- 
ceiver and roomy arm chairs 
invite to nicotinous meditation. 

Here 


I found the canary 
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which greeted me on my ep. 
trance. 

The rest of this floor is occy. 
pied by the offices, rooms for 
nurses and other help and the 
large and modernly outfitted 
general kitchens, storerooms 
and serving rooms. 

The light and convenient half 
basement contains much of ip- 
terest. At the west end is q 
lovely little chapel which is, to 
me, such a satisfying and rea- 
sonable part of all hospitals op- 
erated by the Sisters—though 
I am not a Roman Catholic. A 
special place for prayer, con- 
templation and_ thanksgiving 
seems a very proper part of 
such an institution as this, 

Here is their very complete 
X-ray department with its 
large, Wappler_ apparatus, 
combination fluoroscope, filing 
and reading room, with a stere- 
oscope, and developing room. 

Physicians from Kalamazoo 
take the pictures and_ read 
them; the hospital technicians 
do the developing. They have 
also a portable X-ray machine 
of modern type. 


The Laboratory 

The laboratory is especially 
complete and good for a hos- 
pital of this size and is pre- 
sided over by a resident, grad- 
uate pathologist (not an M.D.). 
Here they do work in bacteri- 

(Continued on page 656) 











One of the Private Rooms 
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Fast Radiography 


with the new Keleket 8-inch 120,000 
Peak Volt X-ray Apparatus 


You have relied on the Keleket policy—never to introduce a major in- 
strument or accessory until it has proven in the clinic and laboratory a 
definite contribution to Roentgenology. 

Now you will appreciate the new Keleket 8-inch, 120,000 Peak Volt X-ray 
Apparatus. Its current capacity is 200 milliamperes. Designed for Fast 
Radiography and Skin Therapy, it has every device for the proper ener- 
gization of a tube so that any of the technics employed in Radiography, 
Fluoroscopy and Skin Therapy may be used. 

It is made with either remote control or the cabinet model. The remote 
control consists of control unit, rectifying unit and Coolidge transformer. 
The cabinet model has the transformer, controlling and rectifying units 
in one mahogany cabinet, making a complete X-ray generator in one unit. 
The transformer is of the shell type, with a 5 K. V. A. continuous duty 
A. I. E. E. rating. 

With the motor secured to an iron base, the double disc rectifier runs 
quietly and without vibration. Wood and other inflammable materials 
have been omitted. 

An outstanding achievement of the new 120,000 Peak Volt X-ray Appara- 
tus is the switchboard. Controlling and indicating devices are within 
easy reach, and operator is thoroughly protected against shock. Every 
important part is approved by the Underwriters’ Association. 

The detailed description in the special bulletin tells of many features 
that are real advantages. Write for Bulletin No. 8 while you have it in 


mind, 
THE KELLEY-KOETT MFG. CO., Inc. 
Covington, Kentucky, U.S. A. “The X-ray City’”’ 





Keléket 


X-RAY EQUIPMENT 


Our Philadelphia office is at your service when you visit 
the Sesqui-Centennial. Use it for the forwarding of mail, etc. 
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odge Dodge 
appy thibbs. 


There used to be an old say- 
ing, attributed, I believe, to 
Napoleon that “an army moved 
on its stomach.” 

One has only to get out on 
any road in any state in this 
country, any day in the sum- 
mer, and you will begin to be- 
lieve that the statement could 
be modified to indicate that 
America now moves on its gas- 
oline. 

I never realized that so many 
people had so many cars until 
this summer I decided to con- 
vert my own old bus into a 
gypsy caravan for the occasion. 

And I loaded it down with 
tents and cooking utensils and 
all the other trappings of a 
motor gypsy and, with the de- 
lighted youngsters in the back 
seat set off to see a little slice 
of America from its roads. 

Talking »f gypsies, we met 
some of the rcal Romany kind 
—the fortune telling, thieving, 
mysterious Zingari folk. 

Alas for romance—gone are 
the caravans and the horses— 
and in their place these moder 
gypsies tour the country in au- 
tomobiles crammed §higglety- 
pigglety with babies, pots, pans 
and impedimenta into a variety 
of gas wagons ranging from a 
flivver to a large and powerful 
but sadly mutilated touring car. 

Of the othcr kinds of auto 
gypsy — that is, the house 
dweller, for a few short days 
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leading the nomad life which js 
such a refreshing change from 
the routine of office and fac- 
tory, we met thousands. 

Every road — everywhere, at 
this season of the year—seems 
crammed with automobiles from 
cvery state, just rolling around 
——_a nation vacationing on its 
gasoline. 

And over the country are 
spotted the tourist camps where 
these auto gypsies at night set 
up their tents and cook their 
meals and sleep out where the 
trees sing a lullaby. 

What a vacation it is to thus 
ride, carefree, over the country 
every day a new stretch of 
road — every night a new rest- 
ing place. 

One day through the vine- 
vards and fruit orchards of 
Michigan —that night camping 
under the trees where, down be- 
low, there is a little lake, and 
the noise of children bathing 
comes up to you as though they 
were squabbling sparrows 
splashing in a fountain. 

Another day throuch the Mo- 
hawk valley —a rolling pictur- 
esque country through which 
Burgoyne once led his painted 
braves against the scattered set- 
tlers of Revolutionary days. 
Through this smiling country- 
side once rang the ferocious war 
whoop of the Troquois warriors 
of the Long House who swung 
bloody tomahawks under the 
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| AComplete Metabolism Outfit 
For Hospital Use Should Consist of 


A Benedict-Roth Record- 
ing, Metabolism Outfit, 
latest improved type. 


a) 
White enameled steel | 


table on wheels, ready to 
move to the bedside. 


oe 
Cylinder of Oxyzen and 


Barometer conveniently 
located. 
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Book on Metabolism— | 
‘‘Basal Metabolism in | 
Health and Disease” by 
Eugene F. Du Bois, M. D. 
—should be in every 
library. 
+e 

The “BENEDICT-ROTH” 
is the choice of the most 
prominent investizators 
Band institutions. More 
| Special Price $250.00 Complete as than 600 in use with over 


“eee” 80 in Boston alone. 








Write for Literature 
and Authoritative Reprints 


Warren E. Collins 


Specialist in Metabolism Apparatus 


“Formerly Associated 
with the Carnegie Nutrition Laboratory 1908-1920”’ 























620 


standards of Royal George and 
pushed almost down to the 
stockades of Aibany before the 
long squirrel rifles of the set- 
tlers sent them scampering back 
over the border. This was the 
country of the Tryon county 
war, where some of the bloodi- 
est fighting of our Revolution 
took place. 

And as we camped that night 
under the maple trees, watch- 
ing the moon making a pano- 
rama of silvery landscape, the 
children listened awed to tales 
of the older days and by the 
way they turned their heads 
from the fire to glance fear- 
somely into the woods behind, 
you knew they almost expected 
to hear the warwhoop of a 
painted brave. 

Another day along the cliffy 
banks of the lordly Hudson — 
the Rhine of America—a river 
that deserves more of the poets 
and painters than it has re- 
ceived. 

Then through the Catskills, 
romantic hills where Rip Van 
Winkle is supposed to have de- 
serted his village of Falling 
Water to sleep for twenty 
years. 

Into the Adirondacks — the 
land of lakes and mountains, 
where each tree crowned hill 
leans over to look at itself in a 
mirror of lake. 

What roads they are—wind- 
ing up and down, round and 
about, ever more up and up, 
than down, until you stop your 
car where the road girdles the 
crest of a mountain, and the 
world is at your feet. Then 
down, down, toward the north- 
ern foothills and Lake Cham- 
plain. 

Old Fort Ticonderoga — a 
little hump of land in the blue 
lake—on which all the nations 
that make up America have 
bled a baptism—Indian, French- 
man, Englishman, Colonist. 
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Here they have a monument 
to the Black Watch, a greg 
Highiand regiment who made, 
gallant charge and lost most of 
their men in a fight against the 
French. Here the gateway 
where Ethan Allen and his 
Green Mountain boys demanded 
the surrender of the fortress “in 
the name of the great Jehovah 
and the Continental Congress” 
Stout stone walls, green ram. 
parts, grim old cannon frown. 
ing out over a lake which laughs 
back at their senility. 

Next we go north across the 
unfortified border for an after- 
noon in the French Canadian 
city of Montreal, scene of some 
of the wild adventures of my 
youth. The Lachine Rapids, the 
Indian village of Caughnawaga 
and then back across the bor- 
der where my little boy stoutly 
asserts: “The sky turns bluer.” 

And so we roll on and on, 
every day a different scene, 
every night a different camp. 

A great way to see America 
if you don’t try to go too fast 
and if you read up on the his- 
tory of the country through 
which you are passing and, if 
gypsy-like, you take your time 
and stop awhile every now and 
then to use your eyes and your 
legs. 

And it would be a splendid 
thing if, in addition to the road 
maps the motor clubs gave you, 
they also gave you a little his- 
torical itinerary of the tour to 
tell you the places you should 
see and what happened there 
and when it happened. 





ADDITION TO TUBERCU- 
_ LOSIS SANITORIUM 
It is planned to start construc- 

tion in the near future on a 

$100,000 addition to the Munici- 

pal Tuberculosis Sanatorium in 

Chicago (at Bryn Mawr and 

Crawford Avenues). 
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Is six cents 
a month per bed 
too much to pay 
for snsured 
disinfection 


> 


The unvarying * 


standard for 
Made by LYSOL, Inc., 


thirty years ‘ 
If not 
. 
Bloomfield, N. Jy . di- ° 
Ecc: please mail ws 


Canadian business: LYSOL 
(Canada) Limited, 


Toronto this coupon— 


LEHN & FINK, INC., Sole Distributors, Dept. 202, Bloomfield, N. J. 


Send us your NEW proposition for supplying our 
requirements of “Lysol” Disinfectant. 





We haven. ..-c.22 beds. (Name: of hospitals 22 oo re oe 
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Notes, News and Gossip of Hospital Activities 


Eastern Hospital Notes 


By Philip Skrainka, M. D. 





in the Eastern Territory 


The Babies’ Hospital and 
the Medical Center 


Constant expansion of the 
work and services of the Babies’ 
Hospital, Lexington avenue and 
Fifty-fifth Street, New York 
City, has forced numerous ex- 
tensions and improvements in 
its plant since the hospital was 
established in 1887. 

Even now it is overcrowded, 
but since the decision of its di- 
rectors in February, 1925, to be- 
come of the cooperating 
units of the Medical Center, 
those in charge look forward 
hopefully to the time when they 
can take the longest step for- 
ward in its career by moving 
to the large building to be 
erected at the Center. 


one 


The purpose of the proposed 
move is to provide patients of 
the Babies’ Hospital with the 
benefits of the facilities, labo- 
ratories, specialized knowledge 
and experience available 
through the other units of the 
Medical Center. 

Child guidance and mental 
health is an important new field 
into which the Babies’ Hospital 
is launching, according to those 
in charge. In this field, as in 
practically all others, it will 
have at its disposal the special- 
ists and all the resources of the 
entire Medical Center. 

Dr. C. C. Burlingame, exec- 
utive officer of the joint ad- 


ministrative board, explained 
that the Medical Center will 
provide great advantages in the 
training of internes and nurses 
of all the units and to the medi- 
cal students of the Columbia 
University unit, as well as re- 
duce the cost of attending to 
the individual patient through 
the economies of large-scale 
operation. 

If the Medical Center is go- 
ing to illustrate one thing very 
well, it is this: In Union There 
Is Strength. 

Each unit is going to be a 
distinguished member of a fam- 
ily of worth, of value, of a high 
degree, and there will be no 
dissentions in this family. We 
have read of other distinguished 
families in history who, through 
great wealth or social prestige 
and by reason of their numer- 
ous members being inspired 
with the same aims and ten- 
dencies, have left a high record 
of achievements. 

There is no doubt that the 
results as regards the Medical 
Center will be of a like nature, 
for the one thought that under- 
lies the whole movement is to 
place each unit-member on the 
same footing and not for a mo- 
ment to brook the thought that 
one unit-member shall take pre- 
cedence of another. 

It is going to be a democra- 
tic family in that all unit-mem- 
bers will be equal and it is go- 
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A Definite Aid to 
Diagnosis 








Radiography and 
Fluoroscopy in Your Office 


uw extensive and expensive equipment is not necessary to secure the very 
desirable advantages of the X-Ray in diagnostic work. The Engeln 
Radiographic and Fluoroscopic Unit illustrated above will give a service fully 
comparable with the more costly and elaborate equipment. It offers you the 
convenience and certainty of Fluoroscopic examinations and of Radiographs 
of any desired area giving a satisfaction that no less positive method of diag- 
nosis can afford. The professional benefit which this Unit will give in terms 
of satisfaction of clientele, in the building of prestige and the augmentation 
of facilities for practice are obvious to the discriminative physician. It is to 
your personal advantage to secure complete information which, of course, 
does not obligate you in any way. 


THE ENGELN ELEcTRIc COMPANY 
X-Ray and Physiotherapy Equipment 


SupERIOR AVENUE AT East THIRTIETH STREET, CLEVELAND, OHIO 
Send me the rest of the story on X-Ray( ) Diathermy( )Light( ) Coagulation( ) Supplies( ) 
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ing to be an aristocratic family 
in that wealth and social pres- 
tige will be put to their best 
usage — further the cause of 
humanitarianism toward those 
who, lacking wealth and social 
prestige, need, in time of sick- 
ness, the guidance of a strong 
yet kindly hand, so that there 
will be no muddling through to 
health, but a straight course 
which only the best in medical 
science has as a gift. 





Bowling Green Association 
Extends Work 


The Bowling Green Neigh- 
borhood Association has been 
extending its health work 
through the Dental Clinic, since 
its removal to the new house 
at 107 ‘Washington Street, New 
York. 


Heretofore, the Dental Clinic 
was available to children only, 
being open two hours each day, 
five days a week. Through co- 
operation with the Columbia 
University Dental School, oral 
hygienists were available for 
six weeks in the spring of the 
year. The new departure is the 
addition of a full time oral hy- 
gienist to the staff of workers. 

Another development of this 
special phase of health work 
is an hour dental clinic each 
day for adults. Many parents 
have become interested in the 
relation of oral hygiene and 
dental care to general health 
through their children’s attend- 
ance at the Dental Clinic. Co- 
operation with the Prenatal 
Clinic is a special phase of this 
new work. 

Although the general activities 
of the Bowling Green Neighbor- 
hood Association have been de- 
scribed in a previous article in 
Hospitat Topics & BuyYER, it may 
be interesting to cite the good re- 
sults obtained along health lines, 
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accomplished through close ¢. 
operation between the different 
departments. 

A complete physical examina. 
tion of each child every six 
months is the ideal of the Asso. 
ciation. In the month of June 
the children are* examined and 
given the privilege of a fresh 
air outing. In December another 
physical examination entitles 
them to Christmas parties given 
by the Curb Market, the Pro- 
duce Exchange, the Association 
itself, and others. 

Nutrition work is correlated 
with recreation by means of a 
special worker in that field who 
gives her entire attention to the 
correction of faulty posture.. 

Classes for older girls and 
young housewives with empha- 
sis on food values and menu 
planning in relation to dishes 
peculiar to the several nation- 
alities served by the Associa- 
tion are to be a special feature 
of the Cooking School in the 
future. 


HOLD TOWN RESPONSI. 
BLE FOR TYPHOID 


For the first time in Ontario, 
a verdict was rendered against 
a municipality for typhoid due 
to neglect in protecting the 
water supply. 

A woman living in Owen 
Sound contracted typhoid last 
fall. Evidence showed that the 
water supply was polluted and 
the city authorities not only 
failed to observe the warnings 
of the health department but as- 
sured the public that the water 
was safe. The plaintiff showed 
that she drank no other water, 
used pasteurized milk, did not 
eat ice cream, and that four 





other members of the household 
who drank boiled water escaped 
infection. 

The judge rendered a verdict 
of $2,000 and costs in favor of 
the plaintiff—Hygeia. 
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MEDICAL DIATHERMY IN KIDNEY DISEASES 


EXTRACT FROM AN INTERESTING ARTICLE 


By Gustav Kolischer, M. D., and 
Alfred E. Jones, M. D. 
CHICAGO 


sociation for May 22, 1926, Doctors Kolis- 


ie the Journal of the American Medical As- 


cher and Jones discuss the possible value 
of Medical Diathermy in certain types of 
kidney disease. 


Discussing the 












Se condition 
_ fof Glomerulo- 

d nephritis, the 
authors state 

“the local ad- 
ministration of 
high frequency 
currents to the 
diseased kidney 
or kidneys may 
prove benefi- 
cial. The heat- 
ing causes the 
arteries, arter- 
ioles and capil- 








laries within 


the area of the high frequency current to dilate, there- 
fore tending to improve the impaired circulation.” 


Full particulars regarding 
this and all other applica- 
tions of diathermy in medical 
practice are supplied to any 
hospital, on request, by our 
Free Library Service. 

Every hospital library should 
have our treatise on “Dia- 
thermy Theory and Prac- 
tice.” 





“Prepare now to attend the 
Clinical Congress on Physical 
Therapy under the auspices of 
the American College of Physi- 
cal Therapy, October 18 to 23, 
1926, Drake Hotel, Chicago.” 
Write for particulars to A. R. 
Hollender, M. D., 30 No. Michi- 

gan Ave., Chicago. 











H. G. Fischer & Co., Inc. 
Physiotherapy Headquatters 
2333-43 Wabansia Ave. 
CHICAGO, ILL. 

H. G. Fischer & Co., Inc., 
2333-43 Wabansia Ave., 
Chicago, Illinois. 
Gentlemen :— 


Please send me, free of charge, 
your treatise on “Diathermy Theory 
and Practice’ and other reprints 
and papers on the clinical applica- 
tion of diathermy. 


Name 








Address ... 
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Basket Weaving in the Buttalo City Hospital 


Recreation for Convalescent 


Patients 
By Geo. B. Lake, M. D. 


When a man is seriously ill 
his mental processes are either 
in abeyance or, so far as they 
are functioning, they are occu- 
pied with the consideration of 
his chances for recovery. 

A time arrives, however, if 
all goes well, when the critical 
stage of his illness is past. 


The fever or the profound 
toxemia leaves him, his mind 
emerges from the fog which has 
enveloped it and he begins to 
chafe at the weakness which 
prevents him from leaving his 
bed or his wheeled chair, and 
to fret and worry because he 
can not return at once to his 
usual occupations. 


At a later stage he may be 
up and walking about, but still 
must remain in the hospital for 
observation or to enable his 
body to regain _ sufficient 
strength so that he can safely 
resume his daily duties. 


The problem of keeping these 
patients, in the various stages 
of convalescence, occupied and 
amused, so that they will not 
brood over their enforced re- 
strictions and thus delay the 
processes of recovery, is one 
which may well engage the very 
serious consideration of those 
who are responsible for the wel- 
fare of the more or less impaired 
human beings who make up the 
patient population of a hospital. 


Reading As a Pastime 


For those who are sufficiently 
accustomed to reading to carry 
on this pastime with facility, the 
problem is vastly simpiified. If 
the patient can be supplied with 
plenty of the sort of books and 
magazines he enjoys he will 
amuse himself for hours. 

This is where the hospital li- 
brary and the hospital librarian 
can perform a service of ines- 
timable value. 
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Erysipelas Antitoxin | 


For the Treatment of Streptococcus Erysipelas 


ose O E. R. SQUIBB & SONS was issued on May 20th,1926, the ’ 
ses first license ever granted by the U. S. Public Health Service ; 
ind for the interstate sale of Erysipelas Streptococcus Antitoxin. 

1ot 

re- Erysipelas Antitoxin Squibb is prepared under license from the 

he School of Medicine and Dentistry of the University of Rochester, 

ne New York, and is made according to the principles developed 

ry by Dr. Konrap E. Birxuaue of that University, and reported 

ee in the Fournal of the American Medical Association for May 8, 

a 1926, page 1411. 

he In addition to the tests made in the Squibb Biological Labora- 

al. tories, samples of each lot of Erysipelas Antitoxin Squibb are 


submitted to the School of Medicine and Dentistry of the 
University of Rochester for approval before distribution. 


ly 

- Erysipelas Antitoxin Squibb is supplied in concentrated form 
i only. It is dispensed only in syringes containing one average 
th “Therapeutic Dose.” 

id 


Write to our Professional Service ——e 
for Further Information 


* |  E:-R:SqQuips & SONS, NEW YORK 


MANUEACTURING CHEMISTS TO THE MEDICAL PROFESSION SINCE 1858 
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We were in a large hospital 
in a great city not long ago 
where one of the patients want- 
ed something to read. 

She was a frail old lady—a 
great reader—and she wanted 
one of the better-class popular 
magazines. None could be 
found. A book was sought. 
Yes, there were some books in 
the hospital, but it was no- 
body’s business to look after 
them or see that the patients 
got what they wanted. 

A list doesn’t help a sick man 
much. If he is a real reader he 
wants to get his hands on five 
or six books and thumb over 
the pages. If he can do this 
he is bound to find one that 
suits his fancy. 

No hospital is too poor to 
have a library and a librarian, 
provided there is someone on 
the staff who is sufficiently in- 
terested to give the matter a 
little personal attention. 

Many of the large hospitals 
are well equipped in this mat- 
ter. All should be. What fol- 
lows applies to the smaller in- 
stitutions whose funds are not 
overabundant. 


Appeals properly circulated 
among people who are known 
to be interested in human serv- 
ice—and their name is legion— 
will soon bring in a considerable 
number of books of wide variety 
and a constant stream of maga- 
zines of all sorts. 


Selecting a Librarian 


As to a librarian, there are 
always sure to be two or three 
bookish girls among the stu- 
dent nurses who would be glad 
to sort and classify the books 
and magazines. 

An hour or two a day would 
be ample to keep things in good 
order. Another hour or less 
would suffice to visit the patients 
daily with a dozen or two books 
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ina basket or on a little wheeled 
cart, so that they could see what 
they were getting. 

Such a_ service would pay 
large dividends in satisfaction 
to all reading patients and the 
nurse’s time would by no means 
be wasted, for she would be 
learning valuable lessons in hu- 
man relations. 

For those who enjoy reading 
but are too weak to read 
themselves, the services of 
some of the people who fre- 
quently offer to help might be 
utilized as readers, as may also 
the help of patients who are 
able to be up and who would 
be glad to read for short peri- 
ods to those who are _ bed- 
ridden. 

Unfortunately, the number of 
those who read fluently, widely 
and understandingly is compara- 
tively small; and even the most 
enthusiastic reader will soon 
find his eyes and his muscles 
growing tired, if he is in a 
weakened condition, so that the 
services of the library and the 
librarian must be largely sup- 
plemented by other diversions. 


Other Diversions Necessary 


Music is almost universally 
enjoyed by sick people as well 
as by those who are in health. 
There are even those who say 
that properly-chosen music has 
a distinct curative effect upon 
many patients. 

In wards occupied entirely by 
convalescents, so that no one 
will be disturbed by the sounds, 
a good phonograph or radio set 
with a loud speaker may be ad- 
vantageously employed. 

Please note the emphasized 
adjective. A rattletrap phono- 
graph, with old, scratched and 
worn records, or a contraption 
of a radio apparatus that roars, 
squalls and brays is worse than 
none. 

(Continued on page 632) 
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KR ORGANOTHERAPY @ 


can be effective only through the use of dependable 
endocrine products. A proper manufacturing 
process is absolutely indispensable. 


“The subsequent preparation of the sub- 
stances (method of desiccation, temperature, 
pressure, combinations, defatting and de- 
albuminizing processes, method of con- 
servation, etc.) is of decisive importance, 
both as regards quantity and very often 
quality in the effects produced. Under 
these circumstances, we are able to explain 
many of the contradictory findings in re- 
gard to the action of hormone extracts.” 
(Biedl, INNERE SEKRETION, Vol I, 
lst Part, 1922.) 


EPINEPHRINE, U.S.P. 
EPINEPHRINE CHLORIDE SOL. 
DESICCATED PITUITARY BODY, U:S.P. 
DRIED SUPRARENALS 
DRIED THYROIDS, U.S.P. — 

SOLUTION OF POST-PITUITARY 
CORPUS LUTEUM - PANCREATIN, U.S.P. 


=“ 


Insure potency and constancy of action 
by prescribing the products of 


G. W. CARNRICK COMPANY 


Manufacturers of 
ORGANOTHERAPEUTIC PRODUCTS 


417-421 Canal Street - - New York, N. Y. 














SrA etin Renan RD 


4 —= - - . Zz th 
CLR MR Ire Lae a PUR ES Ms TE NS OR SHINN Se RENOIR PES IR AT 











sone 





| 
Hy 
| 


ees a 


Sens Surin 





Hospital Topics & Buyer : 


The Body-Building 
Choicest 


Stored up in 
almost predigested 


Nature herself provides the 
curative, corrective, 
strength-giving qualities that 
make Malt-Nutrine so valu- 
able an ally to conservative 
physicians in the treatment 
of nursing mothers, anaemic 
men and women, overworked 
and undernourished business 
men and women. 























The nutritive value of this 
famous Liquid - Food - Tonic 
is evident from the following 
comparative analysis: 


Water Total Solids 


Milk... .. 87.3% 12.7% 
Eggs— 

edivle 

portion .72.8% 27.2% 
Veal .... .73.0-76.0% 24.0-27.0% 
Malt- 


Nutrine.71.0-72.69% 25.0-26.0% 


Malt-Nutrine is a highly con- 
centrated tonic prepared 
under a special permit from 
the Government and dis- 
tributed under pure food per- 
mit No. H-14071. It has been 
classified as a pure malt 
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Strength of 
Hops and Malt= 


this unadulterated, uncolored, 


LIQUID-FOOD-TONIC 


product by the United States 
Department of Internal 


Revenue. 


Its principal ingredient is a 
pure malt extract of selected 
Northern barley—and from 
the beginning of history, bar- 
ley has always been recog- 
nized as man’s most nutri- 
tious food. 


Malt-Nutrine is also rich in 
“Nature’s Greatest Aromatic 
Bitter Tonic’’—hops. Shoe- 
maker, one of the world’s 
standard medical authorities, 
points out that ‘‘The bitter 
principle of hops acts as a 
stimulant on the stomach, 
causing an active secretion 
of the gastric juices.” 


The soothing, quieting ef- 
fects of Malt-Nutrine come 
from a third ingredient — a 
fine powder ‘‘lupulin’”’ found 


on the hop plant and exten- 
sively prescribed in the treat- 
ment of nervous diseases. 


The process used to bring the 
hop extract and protein from 
the malt in the most palat- 
able form develops a small 
percentage of alcohol — 
4.15% by volume. This 
amount of alcohol assures 
the proper preservation of 
Malt-Nutrine, and also has 
a material bearing on its easy 
and thorough assimilation by 
the most delicate stomach. 


Malt-Nutrine has been 
heartily endorsed by prom- 
inent physicians and hospital 
authorities during the past 
thirty years. Any 
additional infor- 
mation you may 
wish regarding it 
will be furnished 
gladly on request. 








Malt ~ 
REG.U.S.PAT. OFF. 


Whine 


TRAOE MARK 





ANHEUSER-BUSCH, ST. LOUIS 
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RECREATION FOR CON- 

VALESCENT PATIENTS 

(Continued from page 628) 

Here again a student nurse 
or a sympathetic orderly may 
be detailed to operate the music 
machines at certain hours and 
keep them in shape. If the pa- 
tients are allowed to operate 
them, the best of apparatus will 
soon become decrepit and 
worthless. 

In the private rooms, or even 
in the wards, many patients 
would be glad to bring their 
own small, inexpensive radio 
sets, with headphones, if they 
were encouraged by having 
someone detailed to make aerial 
and ground connections for 
them. 

There is always some handy 
man around the hospital who 
would be glad to perform this 
service if he were directed to 
do so, and it would occupy but 
little of his time. 

Some of the newer large hos- 
pitals are wired for radio, so 
that one needs only to plug in 
an instrument at the head of the 
bed and adjust the earphones. 

When the ears are tired—and, 
remember, the senses of a sick 
man tire much more readily 
than those of a well one—the 
eyes may be made to furnish 
recreation with little physical 
or mental effort. 

There are now on the market 
a considerable number of prac- 
ticable projectoscopes for show- 
ing still pictures of all sorts and 
also a variety of small, portable 
moving picture machines. 

Such an apparatus can be pur- 
chased for a modest sum (some 
charitable person or organiza- 
tion will probably be glad to 
donate the price), and a clean 
sheet, properly hung, will serve 
as a screen for showing the pic- 
tures. 

Picture postcards of all 
sorts—and their number and 
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variety are without limit—serye 
well as fodder for the projecto. 
scopes; and there are now ]j- 
braries of films for the minia- 
ture cinematographs (the East- 
man Kodak Company, for one 
maintains such a service), ms 
that there is no lack of enter- 
taining subjects. 

Games are always helpful, and 
patients who are able to sit up 
at all should be furnished with 
cards, checkers, dominoes and 
chess men for their use when 
they so desire. 

Puzzles of all sorts should not 
be despised and these should 
range from simple to compli- 
cated mechanical devices and 
should include easy and difficult 
cross-word puzzles. These may 
be clipped from newspapers, if 
nothing better is available, and 
fastened to sheets of light card- 
board to facilitate handling. A 
pencil should be attached to 
each board with a string so that 
it may be readily retrieved if 
dropped. 


Articles Made by Hand 
Popular Pastime 


Many patients find enormous 
relief and satisfaction in doing 
some more or less useful things 
with their hands, and fortunate 
is the hospital which numbers 
among its staff someone who 
can instruct those who desire 
such instruction in the weaving 
of baskets, the making of paper 
or wax flowers or some of the 
other numerous forms of “oc- 
cupational therapy.” 

In wards where a number of 
the patients are able to be up, 
great interest is sometimes 
aroused by permitting them to 
enact charades or simple one- 
act plays, for their own enjoy- 
ment and those who cannot join 
in these exercises. If the hos- 
pital has large grounds, quite 
elaborate outdoor pageants can 

(Continued on page 664) 
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ONE PIECE @ONSTRUCTION 














The boiler of a Sterilizer gets all 
the grief. Boiling today —to- 
morrow running a dry heat tem- 
perature of several hundred 
degrees. Only one material can 
stand such abuse indefinitely. 


Copper, stamped in one seamless 
piece, forms the leak-proof, heat- 
proof boiler of the PELTON 
Indestructible Sterilizer. 


It can never leak, for it has no 





MWeans a Better 








Sterilizer 


Here’s the ideal Portable Sterilizer for hospital use. 
Its one-piece boiler and solderless construction make 
it permanently immune to leaks and short-circuits. 


seamis or rivet holes to open un- 
der heat. Short-circuits, the re- 
sult of leaks, are eliminated. 


PELTON Indestructible Steriliz- 
ers will give you a new concep- 
tion of the service possible with 
this type of equipment. 


Built in four sizes, with con- 
venient cabinets and_ stands. 
Complete details sent, without 
obligation. 


THE PELTON & CRANE COMPANY 
Detroit, Michigan 


PELTON 


“Indestructible Sterilizers” 
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The Hospital Book Shelf 
By A. P. O’Callaghan 





When the summer sun is 
shining and all nature is in 
bloom the poets tell us that our 
thoughts are more apt to turn 
in the direction of romance. 

Perhaps that is why I find 
myself picking up a book with 
the title of 


Young Love 
By John G. Brandon. Published by 
Brentano’s, New York. 300 pages. 
Price, $2.00. 

Naturally, even before I 
started to read page one I felt 
I was about to delve into some- 
thing of a sentimental nature, 
and, let me add, I was not dis- 
appointed. 

However, I want to empha- 
size right now that “Young 
Love” is not a mere love story 
of the wishy washy variety. 

As soon as you are intro- 
duced to some of the leading 
characters you feel a personal 
interest in their fortunes be- 
cause the author succeeds in 
bringing “real” people before 
your imagination. 

Then Mr. Brandon has an in- 
teresting plot to unfold, which 
not only has a captivating love 
story as a_ background but 
which also introduces the ele- 
ment of mystery together with 
a thrilling tale of adventure. 

The action starts in the west 
of Ireland at a time when the 
wail of the “banshee” and the 
keen of the neighbors are pro- 
claiming the death of Brian 
O’Darrell, sixth baronet of the 


line and rightful wearer of that 
ancient Irish title, now in 
desuetude, Baron Tullinogue 
of Tullinogue in the county of 
Galway. 

The baron left no direct heir, 
but, as became one of the “rale 
gintry,” plenty of debts, scarce- 
ly enough money of his own to 
meet them, and no will. 

He also left behind him his 
wife, Lady Honoria O’Darrell, 
a dynamic personality of strong 
character, and his _ beautiful 
young niece, Sheila. 

It is around these two ladies 
that the whole plot revolves 
for, being thrown on their own 
resources, it falls to the lot of 
the widow, to clean up the af- 
fairs of the estate and look af- 
ter the interests and _ future 
welfare of the carefully nur- 
tured Sheila. 

Leaving their original home 
behind them, they journey over 
to London, where the young 
lady can mix in society and it 
is while they are in the metro- 
polis that one “Mr. Duffy,” son 
of a wealthy New Yorker, 
comes into the picture. 

“Mr. Duffy” happens upon 
them in a very unusual man- 
ner and, having decided at first 
sight, that he wants to become 
better acquainted with the 
niece, manages by a change of 
name—for his real name isn’t 
“Duffy” at all—and a little sub- 
terfuge to hire himself out as 
their chauffeur. 
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Summer Diarrhea 


The following formula is submitted as a 
means of preparing suitable nourishment in 
intestinal disturbances of infants usually re- 
ferred to as summer diarrhea: 











Mellin’s Food 4 level tablespoonfuls 
Water (boiled, then cooled) 16 fluidounces 





This mixture contains proteins, carbohy- 
drates and mineral salts in a form readily 
digestible and available for immediate as- 
similation. 
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The need for protein is well understood 
as is also the value of mineral salts, which 
play such an important part in all metabolic 
processes. Carbohydrates are a real neces- 
sity, for life cannot be long sustained on a 
carbohydrate-free diet. It should also be 
stated that the predominating carbohydrate 
in the above food mixture is maltose—which 
is particularly suitable in conditions where 
rapid assimilation is an outstanding factor. 
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Above all is the satisfactory result from the 
use of this suggested nourishment, which 
is well supported by clinical evidence. 
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As the titled ladies haven’t a 
car of their own, he supplies 
the car as well as himself. 

“Mr. Duffy’s” job comes at a 
critical time in his career, for 
up to this point he had been 
spending much time gallivant- 
ing around London and, withal, 
much of his father’s money 
until the latter, in desperation, 
had written that now was the 
acceptable time for his off- 
spring to deliver the goods or 


That “Mr. Duffy” does deliver 
the goods goes without saying, 
but it is the manner of his do- 
ing it which provides the series 
of adventures and thrills in 
which you will revel. 

Of course, he has a rival for 
the hand of the young lady and, 
of course, he outwits his com- 
petitor and not only makes 
good financially but otherwise. 

There are many diverse char- 
acters entering into the plot as 
it unfolds, such as the young 
English dude, friend of “Mr. 
Duffy,” the money lender, the 
villain of the piece, etc., all of 
whom Mr. Brandon paints with 
equal facility. 

In fact, it is remarkable how 
skillfully and how faithfully 
Irish, English and American 
types are portrayed by this tal- 
ented writer. 

However, there is nothing 
very deep about “Young Love” 
—nothing philosophical or 
searching—and probably that 
is the main reason why it 
should prove just the kind of 
entertaining light reading for 
the sick as well as the nurse in 
her leisure moments. 





And now we turn our atten- 
tion to a book which is hardly 
a novel because its plot is not 
hypothetical or imaginary. 

Yet, it approaches the style 
of the novel in seeking to han- 
dle a deep and technical subject 


-can raise the 


Hospital Topics & Buyer 4 


in a simple and interesting man. 
ner for the consumption of the 
nontechnical as well as the man 
of medical lore. In whichever 
class you may belong you wil] 
enjoy reading 


Fighting Foes Too Small 
to See 


By Jos. McFarland, M.D., Sc.D. 
Published by F. A. Davis Co., Phila. 
i 309 pages, illustrated. Price, 


Naturally, the title appears a 
little cryptic. You wonder who 
the foes may be and who js 
fighting them. 

Dr. McFarland loses no time 
in telling you about these dead- 
ly enemies of man which are to 
be found among the class of 
microbes — those little living 
things too small to be seen by 
the naked eye and, therefore, 
unknown to the greatest scien- 
tists until within comparatively 
recent times, long after the in- 
troduction of the microscope. 

While many of them are 
pesky pests which have wiped 
out large portions of the human 
race during the ravages of epi- 
demic disease they are never- 
theless interesting creatures to 
study if only with a view to 
keeping them where they be- 
long—outside this poor frail 
body of ours. 

And that is why Dr. McFar- 
land has written this interest- 
ing book. He wants us all to 
become more enlightened on 
the subject of disease preven- 
tion. 

He knows that by the exer- 
cise of certain precautionary 
measures we can aid the work 
of Public Health bodies and 
standards of 
health in the community. 

But he also realizes that we 
can only hope to do so effec- 
tively by first learning some- 
thing of the nature and cause 
of disease and the manner of 
its spread from one to another. 
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powder—without loss of 
vitamins or other ele- 
ments is 


KLIM— 


Keeps without Ice 
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Use by physicians in infant feeding testifies to its 
quality. Special price to hospitals 
represents a saving. 






Samples, literature and special trial offer 
sent to any hospital superintendent 
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As Dr. McFarland states, he 
is not interested in the treat- 
ment of disease—that is the of- 
fice of the physician. He is in- 
terested in disease prevention 
since that is everybody’s work. 

Leading up to the subject of 
disease prevention Dr. McFar- 
land gives us a most interesting 
and most important sidelight 
on the discoveries which led up 
to the germ theory of disease. 

The prevention of disease, 
therefore, resolved itself into a 
battle with these powerful mi- 
cro-organisms and led to the 
introduction of chemical agents 
which were called antiseptics 
and germicides because of their 
capacity for killing off bacteria 
and their spores. 

The fact that while sur- 
rounded with the germs of dis- 
ease we only occasionally fall 


sick, suggested that the body 
had powerful weapons locked 
up within itself, which were 


capable of keeping the invader 
at bay. Disease prevention, 
therefore, was extended to the 
search for ways and means of 
building up the natural defenses 
of the body. 

In spite of this added knowl- 


edge and despite the added 
precautions exercised through- 
out civilized communities cer- 
tain types of epidemic, and 
even plagues, continued to 
break out from time to time 
until investigation finally re- 


sulted in the discovery of the 
carrier. 

The carrier of disease in 
-some cases proved to be a 
human being while in others, 
animals (rats, for example), and 
insects, such as the mosquito, 
were found to be the cause of 
spreading infection among the 
people. 

The heroic efforts which have 
been made by men of science 
toward the extermination of 
pests, capable of spreading 
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death and destruction, consti- 
tutes a romantic epic of medj- 
cal history. 

It is sometimes an extremely 
difficult matter for a scientific 
writer to discuss his pet theme 
in a simple and interesting 
manner for the benefit of read- 
ers unfamiliar with his subject, 

There are exceptions, how- 
ever, to this rule and in the 
present instance the author de- 
serves great credit for present- 
ing us with a readable volume 
on a theme which deeply con- 
cerns every member of every 
community. } 

While written in story book 
form, Dr. McFarland has de- 
scribed so many _ important 
scientific facts that those al- 
ready specializing in the study 
of disease will read his book 
with as much interest and profit 
to themselves as the layman. 

The book is beautifully printed 
in large type, with wide mar- 
gins, and is plentifully  illus- 
trated. 


The question of diet as a very 
important adjunct in the treat- 
ment of disease is well recog- 
nized in this enlightened age 
of ours. 

Many books have been writ- 
ten on the subject but of these 
a large percentage have failed 
to accomplish their purpose be- 
cause they were not sufficiently 
practical and because they fre- 
quently represented the biased 
views of an individual author. 

Now a book is available at 
the present time, which is 
small, compact and essentially 
practical in its scope. 

This book, which is now in 
its third edition, is issued by the 
Presbyterian Hospital of New 
York City. 

Its pages are devoted mainly 
to tabulations of selected diets 
to suit diverse conditions. Ex- 


(Continued on page 658) 
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PROMPT RELIEF FROM 
THE PAIN OF BURNS 
AND WOUNDS, COUPLED 
WITH THE PREVENTION 
OF INFECTION, USE 
BUTESIN 
PICRATE 
OINTMENT 
Contains the only organic 
chemical compound which pos- 
sesses both analgesic and anti- 
septic properties. Denuded 
skin surfaces heal in halr the 
time when BUTESIN PIC- 
RATE OINTMENT is ap- 
puied. 
BUTESIN PICRATE is also 
supplied in dusting powucr 
and as an cye ointment. 
ASK YOUR DRUGGIST 


The Abbott Laboratories 
North Chicago, IIl. 
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Not Set Down in Malice 


By Philip Skrainka, M. D. 
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ICANT PAY- BECAUSE 
| HAVE AN ATTACK 

OF MALADJUSTMENT 
OF THE FINANCES 


<a 


Maladjustment: The 
Latest Disease 


You may have had all the 
diseases of early infancy and 
early and late childhood and 
those which come with adoles- 
cence and those which visit full 
grown men and women; and 
you may have passed through 
them unscathed. 

And it may be so, O For- 
tunate One, that you are preen- 
ing your feathers because of 
pride that you, out of a hun- 
dred, out of a thousand, out of 
ten thousand and more, can 
grow reminiscent in the circle 
of sympathetic friends and be 
attentively listened to when you 
retail your many triumphs over 
various diseases. 

But, when retailing to your 
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sympathetic friends how man- 
fully you fought the various 
diseases, how heroically you 
withstood the attacks and how 
greatly your strength of mind 
helped your lowered powers of 
resistance, be careful lest in 
your wilful pride you are for- 
getful that another and even 
worse disease than you ever had 
may strike you unawares, may 
enter your system in s0 
stealthy a manner that before 
you know it you are laid low. 

And this treacherous disease, 
so modern yet so ubiquitous, is 
maladjustment, a psychoneuro- 
logical disturbance that is still 
an undefined quantity. 

Let us suppose that you are 
a bit dissatisfied with your sal- 
ary and think it ought to be 
raised, or you feel that the man 
or men you trusted are not as 
sincere as they should be. 

Again, let us suppose that 
you cannot read as late into the 
night as is your wont and that 
the books on history or phi- 
losophy that used to hold you 
spellbound have no longer the 
interest for you that they used 
to have. 

And to advance an utterly 
mundane thought, so low that 
it is quite disreputable, let us 
support you are quite sure that 
you have unpaid bills and quite 
sure of the ever-increasing cost 
of existence! 

If you are walking in dark- 
ness and worrying about one or 
another of the things that have 
been mentioned — walking in 
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THE 
STRAND 
HOTEL 


Atlantic City 


September, 1926 
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Noted for its 
Homelike 
American 
Plan Table 








Food of the 
Finest Quality 








American Plan 
600 Capacity 








Pennsylvania Ave. and The Boardwalk 
— Salt Water in All Baths — Orchestra — Fireproof Garage — 


Just across the Boardwalk from the Steel Pier, site of A. H. A. Convention, 
Sept. 27 to Oct. 1. Make your reservations now. 


OUTSTANDING IN A CITY FAMOUS FOR ITS HOTELS 
H. B. RICHMOND, Prop. and Mer. 


NONSPI 


(A pure antiseptic liquid) 





for Axillary Hyperidrosis is more 
than a mere deodorant. NONSPI 
destroys armpit odor and also fe- 
AY moves the primary cause— excessive 

perspiration. Excreted elsewhere 
ATA through the skin pores, this same 
perspiration gives no offense because of better evaporation. 






Physicians, surgeons and nurses find the regular 
use of NONSPI insures immaculate underarm 
hygiene and personal comfort so essential to those 
who come in contact with the ill and sensitive. 


MAIL COUPON FOR SAMPLES 








THE NONSPI COMPANY Send free NONSPI 
2693 WALNUT STREET 
KANSAS CITY, MISSOURI samples to: 
LNAME. — — — — «it PE EP aR 
hy ; 3 & \ - 
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darkness because of ignorance 
of your “disease,’—you are a 
very foolish man, since there 
is a cure for it if only you 
will submit your perturbed mind 
to the gentle ministrations of 
the psychoneurologist. 

Your attitude toward your 
static salary, toward your sup- 
posedly whilom friends, toward 
your lack of appreciation of the 
heavy tomes on history and phi- 
losophy, toward your unpaid 
bills and the increased cost of 
existence is an attitude that is 
a crochet of a weak imagina- 
tion that must be strengthened 
by a course in psychology. 

In short, your maladjustment 
must be treated. You must be 
made efficient. You have al- 
lowed toolish imaginings to 
creep into an otherwise healthy 
brain until the healthy brain 
lost its proper props and its 
functioning mind saw things as 
they really were not. 

A simple disease to treat, say 
the psychoneurologists, even 
though its fangs have dug into 
your subconscious. 

Why continue on the road to 
ruin, why nurture your imagin- 
ings until you are without 
friends, without the mental 
stamina to meet with a smile 
your unpaid bills and the ever- 
increasing cost of existence 
and many other trifling mat- 
ters? 

You are making a sorry mess 
of life because of your malad- 
justment; you are making ene- 
mies where you ought to have 
friends; you are lowering your 
vitality through unnecessary 
worry! 

Why continue to refuse the 
kindly ministrations of the psy- 
choneurologist and turn your 
back on the beneficent lessons 
of psychology which will make 
you a St. George in your life- 
and-death struggle with the 
dragon. maladjustment? 
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' WONDER HOW Tey 
SAY 'DASH IT ALL’ 
IN THIS Tow N'S 
LANGUAGE 







The King’s English 


St. John Irvine, the well- 
known Irish novelist and play- 
wright, is the latest critic of 
“English As She Is Spoke.” 

In his castigations of the sin- 
ners who mispronounce words 
he begins at the top of the so- 
cial ladder in England, and 
lambasts the King and Queen 
and the impeccable Prince of 
Wales for playing ducks and 
drakes with certain English 
words. 

The English intelligentsia do 
not fare better at his hands, and 
his ire is of the sort that no 
sedative can possibly combat to 
bring the castigator back to a 
slow pulse and a coolish brain. 

Incidentally, he pays the peo- 
ple of the United States a com- 
pliment by saying that we speak 
a much better English, by 
which he evidently means that 
our pronunciation is less “crim- 
inal,” though our voices may be 
completely composed of head 
tones that at times reach a har- 
rowing degree of stridency. 

Why should we not speak a 
better English than is spoken 
in England? In this fair coun- 
try of ours there are forty-eight 
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AsA 
Preoperative 
Skin 
Disinfectant 


Drs. Scott and Hill, 
The Journal of Urology, 
August, 1925, pp. 135-152, 
report a two per cent 
solution 


MERCUROCHROME 
220 SOLUBLE 


(Dibrom-oxymercuri- fluorescein) 


in 55 per cent alcohol and 
10 per cent acetone to be 
more effective and satis- 
factory than Iodine or 
Picric Acid. 


It is painless, does not 
cause dermatitis, pene- 
trates deeply, is relatively 
non-toxic, and its color 
demonstrates definitely 
the extent and thorough- 
ness of the preparation of 
the field 


Formula for Solution — Dis- 
solve 2 grams Mercurochrome 
in 35 c.c. distilled water, add 
55 c.c. of 95 per cent alcohol 
and 10 c.c. acetone. Solutions 
46 days old were found to be 
completely germicidal on two 
minute skin tests, so that stock 
‘ solutions may be retained. 


MEN. 


HYNSON, 
WESTCOTT & DUNNING 


BALTIMORE, MARYLAND 
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Guaiacol 2.6, Formahe 2 6. 






Creosote 13 02. Quiome 2 6 
Methyl Saheylete 2 6 






Clycerine and Alumoum Sih 
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RESULTS | °- 
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Its reliability as an analgesic, 
its ability to control and coun- 
teract pain quickly and with cer- 
tainty has given the emplastrum 
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its present position of merit in 
the hands of the medical and 
nursing professions. 

PNEUMO- PHTHYSINE IS 
SAFE, EFFECTIVE AND POS. 
ITIVE IN ACTION. 

The drugs contained in the 
formula of PNEUMO-PHTHY- 
SINE are absorbed by the skin, 
carried into the circulation and 
produce their systemic effects 
without derangement of the di- 
gestive organ 

PNEUMO- PH’ THYSINE should 
be applied at body temperature. 

PNEUMO.- PHTHYSINE = is 
particularly indicated in bringing 
temperature under control. 

Mail coupon for clinical trial 
specimen. 
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CHICAGO 
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states and each state has not 
only its peculiar language but 
its very peculiar intonation. 

Mencken, some few years ago, 
wrote a book called “The Amer- 
ican Language,” but he did not 
tell the full truth as we intend 
to do, fearful no doubt that the 
truth and nothing but the truth 
would affect the sale of the 
book. 

There is no one American 
language that stretches from 
the Atlantic to the Pacific and 
from the Canadian border to 
the Gulf. There are, however, 
forty-eight distinct languages. 
Anyone who has mastered all 
of them is not only a great 
linguist — possibly the greatest 
the world has ever seen or will 
ever see—but he is in a much 
better position to know when 
“English As She Is Spoke” is 
launched at him or the purities 
of the King’s English assail his 
delicate ears. 

And even if only ten have 
been mastered he will arrive at 
glittering results: he will know 
what pitfalls to avoid to reach 
the coveted goal of pure, un- 
defiled English. 

We have always been op- 
posed to European travel when 
there is so much of interest to 
be seen in this country, but our 
mountains and our lakes and 
even our Niagara Falls are of 
infinitesimal interest by com- 
parison with the individual pic- 
turesqueness of our forty-eight 
spoken languages. 

See America first—travel ex- 
tensively —turn your back on 
the Berlitz Method or any other 
method that blatantly announces 
that you can learn French in 
two weeks—become a great 
linguist; and when thus 
equipped, go to Paris, and we 
assure you that inside of a week 
you will speak much better 
French than any Parisian. 

Your linguistic home-training 
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will make your mind alert anq 
will make your ear so sensitive 
to the slightest nuances of the 
French language that the learp. 
ing of that rather difficult lan. 
guage will be a gambol of rare 
delight. 





MARRY ME oR 
YOu'tLL FINISH 
IN THE NUT 







= a | 
On the Advantages of Being a 
Married Man 

The bachelor of today is en- 
joying a degree of unpopularity 
that is fast reaching a tragical 
note. He is being told that his 
single state is a mistake all 
around and that there is no ex- 
cuse for it except on the ground 
of selfishness. 

When his ire is aroused by 
hearing the execrations leveled 
at him and he ‘answers back” 
with considerable heat that he 
is satisfied and therefore the 
rest of the world can go hang, 
his harsh critics misconstrue his 
anger—say that his anger is ex- 
cessive because he knows he is 
in the wrong. 

And should there be a small 
army of psychoanalysts in the 
camp of critics, at once he is 
accused of having a complex— 
O those wise men, the experts 
in the Subconscious!—and, of 
course, the complex is of the 
Narcissus brand, which is ter- 
rible enough in all its aspects, 
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The Black and Gold 
“BLUE BOOK?” 


of Dependable 
Quartz Lamps 














ON) VERY physician practicing Quartz Light Therapy, every phy- 

C= ”’ sician who contemplates its practice, should have a copy 
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according to the psychoana- 
lysts, but contains possibilities 
of a cure, something that is de- 
nied the most awful of all 
Freudian complexes—the Oedi- 
pus “twist.” 

We have known quite a num- 
ber of bachelors who are ap- 
parently happy men and whose 
state of single unblessedness 
matches nicely with the double 
blessedness of most married 
men. 

They are not seedy, they are 
not thin and scrawny, they are 
not narrow-minded, they are not 
given to grumbling, they are 
not lonesome, and they are not 
troubled with nervous indiges- 
tion because they eat the wrong 
food at the wrong time in the 
wrong restaurant. 

And we have known a good- 
ly number of married men who 
envy bachelors because matri- 
mony has converted them into 
weak members of society, into 
frustrated beings whose ambi- 
tions have been squelched by 
wives who failed to understand 
them, into human machines that 
are completely devoid of indi- 
viduality. 

We are driven to this ignoble 
thought by two books, one of 
which was published in 1920— 
Van Wyck Brooks’s “The Or- 
deal of Mark Twain”—in which 
the author proves to his own 
satisfaction that Mark Twain 
would have been one of the 
glories of the art of serious 
writing and not a mere humor- 
ist if there had been no Mrs. 
“Twain.” 

And the other of recent 
date— George S. Hellmann’s 
“The True Stevenson: A Study 


in Clarification” in which 
this original interpreter of 
the much-maligned Steven- 


son proves, also to his satisfac- 
tion, that Mrs. Stevenson con- 
stantly interfered with Steven- 
son’s work, compelled him to 
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change the story of Jekyll and 
Hyde from a “sex” story, as 
originally conceived by Steven- 
son, into a “lovely” tract for 
preachers and educators, and 
did other nefarious things that 
wrecked Stevenson’s whole lit- 
erary career. 

With two such shining exam- 
ples before us of the greatness 
of authors being smashed by 
interfering wives, who will have 
the hardihood to stand up and 
shout back at us that we are 
altogether in the wrong when 
we say that the single unbless- 
edness of the unmarried state 
has its compensations? 

But the bachelor, no matter 
how patient he is, no matter 
how gracefully he accepts the 
blows that an unkind world 


rains upon him, no matter how ° 


joyfully he treads the path of 
his appointed life without in- 
ference with those who are not 
in the enjoyment of his state, 
is bound to continue to be de- 
nounced. 

He is the target that has such 
shining qualities—so great a 
lure—that the sociologist of to- 
day would consider himself a 
“second-rater” if he did not 
thrust a javelin at the intrigu- 
ing shield. 

The latest critic of the bach- 
elor hails from Scotland. Ac- 
cording to Professor G. M. 
Robertson, professor of psychi- 
atry in the Edinburgh Univer- 
sity, insanity is more prevalent 
among unmarried men_ than 
among those who are married, 
and Death marches boldly into 
the ranks of bachelordom some 
four years sooner than it does 
when it singles out a victim 
among married men. 

Just why the unmarried man 
goes insane is not stated by the 
learned professor nor why 
Death should be so prejudiced 
against bachelors that its net 


(Continued on page 654) 
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Principles of Hospital 
Organization and Management 


Laboratory Service 
By George B. Lake, M. D. 


There was a time when test- 


ing the urine for albumin and ° 


sugar, counting the red and 
white cells in the blood and 
making a smear of sputum or 
of a urethral discharge now and 
then, for bacteriological exam- 
ination with, perhaps, an occa- 
sional cursory study of stomach 
contents, comprised the usual 
line of laboratory work. 


Most of the present genera- 
tion of laboratory workers have 
grown up since those days 
faded into the past. 


The Laboratory a Vital 
Department 


The laboratory is, today, if it 
is properly conducted, one of 
the most vital departments in 
the hospital. 

It is not, of course, as some 
tend to think, the only one of 
serious importance, for no lab- 
oratory report nor any series 
or group of them, however 
complicated, can ever make 
a diagnosis—that must, now as 
always, be made by an experi- 
enced clinician—but the labora- 
tory can and does give assist- 
ance in diagnosing and follow- 
ing up cases, whose importance 
can scarcely be appreciated by 
those who have never had to 
do without this service. 

The laboratory service may 
be considered to include all 
those means and _ measures 
whereby the clinical staff is fur- 
nished with accurate, objective 
data regarding the functional or 
structural changes which may 
have taken place in any patient, 


in his secretions or in his vari- 
ous reactions to the conditions 
of life or the circumstances of 
his environment. 


Laboratory Work Growing 


Laboratory work used to be 
confined to researches into prob- 
lems of chemistry, bacteriology 
and pathology, and these lines 
of work are not only still im- 
portant but are growing in im- 
portance daily. 

But many other studies now 
enter into the picture. We must 
consider anthropometry, biom- 
etry, roentgenology, electrocar- 
diography, serology and _ vari- 
ous other things as coming 
within the scope of the labora- 
tory. And the specialist in this 
work must be a_ competent 
physicist and have, at least, 
some knowledge of the clinical 
application of the results he ob- 
tains if these results and his 
comments upon them are to be 
of practical value to the clin- 
ician who is to apply them in 
the study of any patient. He 
must also be a_ photographer 
and a fairly competent mathe- 
matician. 

Specialism within this spe- 
cialty is now taking place. The 
roentgenologist occupies a field 
of his own, as does also, more 
or less, the serologist, the an- 
thropometrist and various oth- 
ers who have worked along 


some one particular line. 

At least, one man of our ac- 
quaintance has devoted his en- 
tire time, for many years, to 
the study of urinalysis and has 
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The New Gas Epoch 


Through these perfections in technic and mech- | 
anism McKesson Appliances have introduced the 
New Epoch of Gas-Oxygen Anesthesia and Anal- 
gesia and the Anesthetist has at his command all 
resources of applied physiology for the benefit | 
of the patients he puts to sleep. There is now no | 
operation that cannot be done nor any patient 
who cannot be properly handled under gas- | 
oxygen with McKesson Equipment. | 
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developed this field to a sur- 
prising extent. 


What Is Expected of the Mod- 
ern Hospital in Labo- 
ratory Work 

The large modern hospital 
must today be prepared to make 
complete chemical and micro- 
scopic studies of the urine, 
blood, feces, gastric and duo- 
denal contents, cerebrospinal 
fluid and any or all other nor- 
mal or pathological secretions 
or excretions, including the 
chemical study of the expired 
air, in the basal metabolism 
test. 

It must be equipped, not only 
to examine smears for the de- 
tection of various kinds of bac- 
teria and animal parasites, in- 
cluding the dark-field examina- 
tion for T. pallidum, but to grow 
these in cultures on all sorts of 
media, in order to determine the 
details of the chemical and other 
changes attending their growth 
and to differentiate between va- 
rieties of somewhat similar or- 
ganisms. 

It must even be ready to un- 
dertake animal inoculation, if 
necessary, to determine the 
nature and virulence of -the in- 
fecting organisms in any case. 

The serological section must 
carry out Wassermann, Kahn, 
Vidal and other similar tests; 
type the blood of donors for 
transfusion; determine the skin 
reactions to various foreign pro- 
teins, prepare autogenous vac- 
cines and do a number of other 
things which were unheard of a 
score of years ago. 

The pathological section is 
not working adequately if it 
takes a week—or even a day— 
to determine the histopatholog- 
ical structure of specimens sent 
to it. It must go to the oper- 


ating room and make and diag- 
nose frozen sections of tissue, 
rendering an opinion while the 
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patient is still on the table 

The roentgenologists, in aq. 
dition to making the usual Stud- 
ies of bones and of the gastro. 
intestinal tract, after a barium 
meal, which have been in vogue 
for years, must undertake pyel- 
ography, the visualization of 
the gall bladder and appendix, 
the localization of foreign bod- 
ies and pathological structures 
and the like. 

They must be equipped with 
upright and reclining  fluoro- 
scopes, Potter-Buckey  dia- 
phragms and various other par- 
aphernalia for making pictures, 
and with dark boxes and a 
stereoscope for studying them, 

Basal metabolism determina- 
tions and_ electrocardiography 
require elaborate special appa- 
ratus and technic. 

This is not, of course, in- 
tended as a full enumeration of 
the activities of a hospital labo- 
ratory, but merely to indicate 
some of the more modern ma- 
nipulations which are now con- 
sidered indispensable to high- 
grade work. 

It stands to reason that such 
various and highly scientific de- 
tails must be supervised—and 
frequently carried out—by thor- 
oughly trained professional men, 
in order that the work done 
may be kept up to certain gen- 
erally recognized standards of 
uniformity and accuracy, so as 
to be comparable with that of 
other first rate institutions. 


A Competent Reference 
Necessary 


When all this work has been 
properly done it is valueless un- 
less the results can be prompt- 
lv and unfailingly supplied to 
the clinician, for his guidance, 
and filed in such a manner as 
to be instantly available for ref- 
erence or for later study. 

Not only should all reports of 
examinations reach the attend- 
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Reducing Coagulation Time 





IN THE 


Control of Hemorrhage 








A valuable agent for the 
control of capillary bleeding 
has been developed as a re- 
sult of pioneer American Re- 
search. 


ORAL administration of 


has been found to reduce 
coagulation time 25 to 50 per 
cent within one hour or less. 
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ture of alkaloids extracted 
from the plant, Ceanothus 
americanus. Physicians are 
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ing physician within the shortest 
possible time and become a part 
of the patient’s history, with 
duplicates filed according to 
some well considered plan which 
is known and understood by all 
concerned, but pathological 
and bacteriological preparations, 
roentgenograms, lantern slides 
and other material of the kind 
should be so arranged that it 
can be referred to without de- 
lay. 

The hospital of today that 
lacks equipment for making 
photographs of patients, appa- 
ratus and specimens, as well as 
photomicrographs of histologic 
and other microscopic prepara- 
tions is not entirely up to the 
minute. 

In order that a full knowledge 
of the needs of the laboratory 
department may be brought to 
the attention of those in au- 
thority, and that its work may 
be compared with the perform- 
ance of similar departments in 
other hospitals, complete and 
careful records should be kept 
of the amount and character of 
the work done by each section 
of the department and reports 
rendered, at stated intervals, to 
the Board of Directors. 

One of the most important 
functions of a great hospital is 
to increase the sum of medical 
and scientific knowledge, for in 
them alone is sufficient clinical 
and laboratory material avail- 
able for extensive and unpreju- 
diced study. 

The hospital laboratory 
should, therefore, be so equipped 
and manned that research may 
be carried out freely by all who 
have the training to do such 
work intelligently, and the re- 
sults arrived at should be fully 
and promptly communicated to 
the profession through the med- 
ical periodicals of the country. 

This brief outline gives some 
idea of the standards of activ- 
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ity and excellence to which the 
laboratories of our larger hos. 
pitals are now rather Seneraily 
expected to conform. 





SOUTHERN HOSPITAL 
NOTES 


To Construct Laboratory in 
Connection With Steiner 
Cancer Clinic 


The finance committee of the 
Atlanta city council has been 
asked to provide $10,445 with 
which to construct an experj- 
mental laboratory in connection 
with the Steiner Memorial Can- 
cer Clinic at the Grady Hospi- 
tal, Atlanta. This additional 
building will vacate a large 
room now being used for the 
purpose at the clinic, and pro- 
vide space for-fifteen additional 
beds at this branch of the hos- 
pital. 

The new structure will be of 
brick, one story in height, and 
of a design similar to that of 
the cancer clinic. 

Robert A. Gordon, former 
councilman, has offered to com- 
pletely furnish the room in the 
clinic if an experimental labo- 
ratory is constructed, and in- 
dications are that the new unit 
will be added to the hospital. 


Propose Methodist Hospital 
in Florida 


Offers of a site for the new 
proposed Methodist Hospital in 
Florida have been made to the 
Methodist Episcopal Church, 
South, from Hollywood-by-the- 
Sea, Cedar Keys, White Springs 
and Bronson. 

The site offered by Holly- 
wood is the most valuable, be- 
ing worth approximately $300,- 
000, and indications are that this 
will be accepted and the hospi- 
tal constructed in the near fu- 
ture. 
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The Good Samaritan 
Clinic 


The Good Samaritan Clinic, 
said to be the only charitable 
institution in America devoted 
to the study of the ductless 
glands, will be incorporated at 
an early date, and backed by 
leading Atlanta men and 
women. 

Application for a charter will 
soon be made so that the clinic 
can be recognized as an organi- 
zation devoted to the service of 
Atlanta, and funds will be raised 
for the proper equipment and 
maintenance of the institution 
upon a broader scale than here- 
tofore. 

The clinic, which specializes 
in the study and treatment of 
the ductless glands, began oper- 





ation three years ago. Many 
clinics are operated which spe- 
cialize on treatments of this 


sort, but in most instances only 
people of considerable wealth 
are able to secure the treat- 
ment. 

The Atlanta clinic is believed 
to be the only clinic of its kind 
in America—perhaps in the 
world—where treatment of this 


kind can be secured free of 
charge. 

Starting work among. back- 
ward school children in At- 


lanta, the clinic now examines 
children from states as far away 
as Connecticut and Nebraska, 
and because of the rapid exten- 
sion of the work the expansion 
mentioned has been found nec- 
essary. 

Since its organization three 
years ago, the Good Samaritan 
Clinic has examined every de- 
fective child in the Atlanta pub- 
lic school system. Nine hun- 
dred school children from At- 
lanta and other points have 
been treated. Thirty-eight 
prominent physicians have given 
their services to the institution, 
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and each child examined has 
had the aid of eleven specialists, 
who made the examinations and 
wrote their opinions separately, 

In addition to cooperating 
with the public school system 
of the city, the clinic has ¢o- 
operated with the juvenile 
courts of Atlanta and is now 
planning to extend its work in- 
to the Fulton county districts 
around Atlanta. 





Hospital Celebrates 
Anniversary 

The John D. Archbold Me- 
morial Hospital of Thomasville, 
Georgia, celebrated its first 
birthday recently. The hospi- 
tal, which was presented to 
Thomasville by John F. Arch- 
bold, of New York, as a me- 
morial to his father, has be- 
come one of the most useful 
and outstanding institutions in 
this section of the state. 

Under the direction of Colo- 
nel James Bevans, it has ex- 
tended its work until it now 
ministers not only to Thomas- 
ville but to a wide scope of 
surrounding territory, giving re- 
lief to hundreds who come to it 
for treatment. 





NOT SET DOWN IN 
MALICE 
(Continued from page 646) 
is cast over them some four 
years before married men are 

“caught.” 

Strange things have come out 
of Scotland besides haggis, but 
we doubt if any stranger thing 
has been born north of the 
Tweed than the foregoing af- 
firmation of Professor G. M. 
Robertson. 

Anne Parrish, the author of 
“The Perennial Bachelor,” will 
have to rewrite her book, bring 
it up to date, and show that 
home adulation of a brother by 
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« | || SOLAR ARC LAMP 
O- , —_ 
“ Consider These Features: 
re 1. Wide Therapeutic Range. 
ts 2. Combined values of ultra-violet and 
infra-red rays. 
3. No danger of tissue burns. 
4. Compact and convenient to operate. 
5. Operates on alternating or direct 
current—no special wiring required 
6. Costs only $120. 
: Send for Illustrated Bulletin and 
= Easy Payment Plan 
) 


PHYSICAL THERAPY EQUIPMENT CO. 
Sales Agents for 


SANITARIUM AND HOSPITAL EQUIPMENT CO. | 


Originators of the Therapeutic Arc Lamp in America | 
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: | Dept. H. B. Battle Creek, Mich. 
i a . 
The a nae For Dietetic Use— 
Surgical Buckle VI-TO TOMATO 
JUICE 


A pure filtered juice 
ready to serve. Palatable, 








Medium Size ~ 
refreshing and has max- 
Tooled from Brass . 8 ” ” 
imum content of valuable 
There is an element of stabil- i : 
ity and permanence in the Noyes constituents. Vitamine — 
Buckle tor surgical appliances. 
And for dependability and gen- A, ++;B, ++4+4;C, +++. 
eral satisfaction to both —% 
and surgeon there is no sub- : i 
stitute. For Sample Write 


In use in many hospitals for 


thirty years. TOMATO PRODUCTS 


Ss le buckl ill b 
“aeons. COMPANY 
NOYES & COMPANY P. O. Box 198 Paoli, Indiana 


116 Bedford St., Boston, Mass. 


























his doting sisters leads not to 
selfishness, but to insanity and 
early death! 





THE NEW BORGESS HOS- 
PITAL 


(Continued from page 616) 


ology, pathology (including 
sections), chemistry (including 
blood chemistry) and, in fact, 
everything but Wassermann 
tests, which are made at the 
State Board of Health labora- 
tory, at Lansing. Laboratory 
examinations, last year, num- 
bered 5002, and there were ten 
autopsies. 

In the pharmacy they keep 
only a moderate stock of the 
tablets, pills and other non-per- 
ishable supplies which are most 
commonly prescribed. They 
do no compounding but send 
such prescriptions to a pharma- 
cist in Kalamazoo. 


The Staff Is Open 


The staff of the hospital is 
an open one. Any physician 
who is a member of the Kala- 
mazoo Academy of Medicine 
may bring patients here. Those 
who are recognized as quali- 


fied surgeons may _ operate. 
They employ no resident phy- 
sician. The nurses’ training 


school is at the old hospital in 
the city. 

The permanent personnel of 
the hospital consists of twenty 
Sisters, twelve lay nurses, four 
technicians and twenty-one 
employees, of whom five are 
men who do the outdoor work. 
Private nurses are brought in 
by many of the patients. 

The hospital is registered for 
one hundred beds, but they can 
easily handle fifty more than 
that—in fact, during the influ- 
enza epidemic, a few years ago, 
they cared for more than dou- 
ble that number. 
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Last year they admitted 1296 
patients and gave them 18,695 
days of treatment. Of these, 
562 were surgical cases. Many 
of the patients are on a charity 
basis. : 

One wonders, sometimes 
how a small institution like this 
can render such a large sery- 














The Reception Hall 


ice to the community, at such 
moderate rates, and still be 
self-sustaining (which it is!) 
The secret seems to lie in intel- 
ligent economy in building and 
maintenance and the low over- 
head. 

The Sisters have given their 
lives to humanity, and they em- 
ploy no help which is not really 
needed. There is no place here 
for the friends and relatives of 
politicians or city or state offi- 
cials. No help is asked from 
any public agency and the hos- 
pital is responsible to none but 
the Sisterhood. 

Thus, in a quiet garden, out 
of the noise and smoke of the 
great cities, the poor, the honest 
workers of limited means and 
the well-to-do are all cared for, 
adequately and for reasonable 
sums, by the women who serve 
their fellows as a matter of 
course and as their natural 
day’s work. 





The goal of yesterday will he 
the starting point of tomorrow. 
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If this isn’t important to hospitals 


—what would be? 


Here is what an official bulletin of the U. S. Govern- 
ment says about the value of plain unflavored Gela- 
tine in combination with fruit juices: 


“Desserts, which include succulent fruits and fruit juices, are particularly 
acceptable after a comparatively heavy meal. Gelatine is a good means 
of introducing fruit juices and to some extent also vegetable juices like 
those of tomatoes and cucumbers, into the diet. These juices contain 
vitamines, some of which are probably destroyed by heat, so that it is 
well to know a variety of ways of serving them raw. One of these ways 
is in the form of gelatine desserts.” 


WHY KNOX SPARKLING GELATINE IS BEST IN EVERY WAY 
FOR: HOSPITAL USE: Preduced under constant bacteriological con- 
trol. Purity assured. Always light and delicate. Free from artificial 
coloring, flavoring and sweetening. Combines perfectly with all other 
foods. Enables the Hospital Kitchen to attractively use surplus fruit 
juices, vegetables and meats that are usually wasted. 


Each 5-pound package of Knox Sparkling Gelatine makes 120 quarts of 
jelly, or 1440 generous servings. A comparison of these advantages with 
any other brand proves that Knox Gelatine is not only best but most 
economical in every way for hospital use 

A trial 5-pound package at $1.50 a pound will be sent to any hospital 
direct upon request. 


Here is what a successful restaurant manager says 
about the economy of Gelatine in utilizing surplus 
fruits and their juices: 


“This is where an unflavored gelatine counts in the restaurant business: 
One always has so many fruit juices to use up, but if you take a small 
amount of Knox, with these juices you can make wonderful desserts and 
salads, at little cost, where otherwise you’d have to throw away the 
juices. In fact, were it not for Knox Gelatine, we couldn’t use the juices 
up as fast as we’d accumulate them. In the berry season there are always 
berries which have to be stewed up, or else thrown out, and it is cheaper 
to use gelatine and get some money out of -the juices.” 


KNOX °> 0 


lit 
SPARKLING  2@/##Y Jor 


GELATINE “”" 


The Staff of every hospital should have the Knox 
general recipes books and special bulletins: Liquid 
and Soft Diets with recipes; a Study of the Nutritive 
Value of Gelatine by Thomas B. Downey, Ph. D., and 
the Treatise on Diabetic Diet with recipes. Advise 
us how many you require for the Staff and we will 
forward them postpaid. 








Knox Gelatine Laboratories  **¢: 72” serm- 
445 Knox Ave., Johnstown, N. Y. poe” pone 


flavoring. 
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THE HOSPITAL BOOK 
SHELF 

(Continued from page 638) 
planatory detail is only given 
where it is felt to be absolutely 
essential for the guidance of the 
reader. 

The present edition is, of 
course, right up to the minute 
and contains a very thorough 
revision of previous texts, with 
particular attention being given 
to the section on diabetes mel- 
litus, especially with reference 
to the use of insulin in associa- 
tion with appropriate diet reg- 
ulations. 

Some of the diets which are 
considered obsolete have been 
omitted for, as the author 
points out, the modern ten- 
dency in hospital practice is 
to have a few standard diets, 
modifying them as necessary to 
meet varying conditions. You 
will find 


Diet Lists of the Presbyterian 
Hospital, New York City 
By Herbert S. Carter, A. M., M.D. 
Published by W. BR. Saunders Co. 173 

pages. Price, $2.00. 
very valuable to you as a means 
of reference. 

We have already referred to 
the chapter on the diet for the 
diabetic. This and the sections 
on gastric diets, with special 
reference to the Van Luebe 
treatment and the Sippy method, 
deserve special mention. 

The various diets are those in 
current use in the Presbyterian 
Hospital and various physicians 
of prominence have assisted 
either directly or indirectly in 
their compilation. 

It is, therefore, a composite 
work which should be in the 
possession of every hospital. 
When you obtain a copy, be 
sure and keep it prominently 
displayed in your library where 
you can conveniently refer to it 
for help in solving your diet 
problems. 
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Holstein Milk 





Vitality! 


Rich in health-giving 
properties and the ele- 
ments necessary to 
body repair, Holstein 
milk is especially suited 
for infant, child and in- 
valid feeding. 


Its composition closely 
approaches that of 
Mother’s milk. 


It is evenly balanced in 
its mineral, lime, phos- 
phorous and sugar 
proportions. 


Its fat globules are ex- 
tremely small and 
their fine emulsion per- 
mits easy assimilation 
and prevents digestive 
disorders. 


The unprejudiced opin- 
ions of competent au- 
thorities have _ been 
compiled by us into a 
booklet, “Holstein Milk 
and What the Doctors 
Say.” It will be sent 
to you free upon re- 
quest. 


"Yhe 
HOLSTEINCSERIESIAN 


ASSOCIATION of 


230 E. Ohio St. Chicago 
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Are you planning a new laundry? Are you consid- 
ering the improvement of your present installation? 
Is your equipment giving you satisfactory results? 


It will be worth your while, in any case, to consult 
the corps of laundry specialists maintained by The 
American Laundry Machinery Company. Their ex- 
perience is especially wide—and they will gladly ad- 
vise you regarding any laundry problems you may 
have, without the slightest obligation on your part. 
Write! 


The American Laundry Machinery Company, 
Norwood Station, Cincinnati, O. 


CANADIAN FACTORY: The Canadian Laundry Machinery Co., Ltd, 
47-93 Sterling Road, Toronto, Ontario, Canada 
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*. Used with sig- 
nal success in 
leading hospi- 
tals through- 
“. out the coun- 
try. Write for 
full particulars 
and details of 
| Free trial offer 
to hospitals. 


V. Mueller 
& Co. 


‘ Ogden, VanBuren 
Sh and Honore Sts. 
CHICAGO, ILL. 














Let’s 
Get 
Acquainted 


Come over 
and see us 
at Booth 


208 
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THERMOMETERS 


The old adage about making ‘a 
better mouse trap” is true about 
making better _ thermometers. 
There are no beaten paths to our 
factory door, but thousands of phy- 
sicians, nurses, hospital and _ insti- 
tution executives prefer FAICH- 
NEY Clinical Thermometers be- 
cause of several points which mean 
better values—such as dependabil- 
ity, accuracy, quick registering, 
and remarkable durability. FAICH- 
NEY tips “won’t break 3 times 
out of 4.” A trial order will ex- 
plain their nation-wide popularity. 


—_ 


Register your name now for new catalog 


FAICHNEY 


INSTRUMENT CORPORATION 
Watertown, N. Y. 


Pronounced “‘Fack-nee”’ 
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Linen Whiteness ... 
with Safety 


> they as white as when 
she bought them? That is 
the question she asks as she 
looks over her linens and other 
white things. And that is the 
standard which Escolite has set 
for quality washing. 


White work from the laundry 
is not white unless it matches 
the original white of the goods 
on the merchant’s shelves. 


When the goods once get gray or 
yellow, it is hard to restore them to 
their original color, although repeated 
washings with Escolite will often ac- 
complish this. 


The best way is to start right, by 
working out the proper formula for 
your individual conditions with the 
help of the Cowles Service Man. Then 
you need never be bothered with the 
bogey of gray or yellow work. 


Escolite jis called “the balanced builder 
for soap’ because its combined chemi- 
cal and physical actions result in thor- 
ough washing which does not depend 
on bleach to whiten, and a colloidal 
control of the alkali which insures 
protection of the goods and _ easy 
rinsing. 

This new booklet will be sent free upon 

request. Use the coupon if you prefer. 


THE COWLES DETERGENT COMPANY 
548 Commonwealth Building, 
Euclid Avenue and East {02nd Street, 
Cleveland, Ohio 


ESC 5CO TL IT TE 


per Cowles Detergent Company, 548 
| 548 Commonwealth Bldg., 
{02nd St., 





Euclid Ave. and E. 
oo Ohio. 


Send copy of your new _ Booklet, 
“Science in the Hospital Laundry,”’ to 


Name 





Hospital 





Address. 
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Combat 
ACID INTOXICATION 


WITH 


KALAK WATER 


(Sparkling ... Aerated . . . Palatable) 


The Strongest Alkaline Water 
of Commerce 


{SPECIAL PRICE TO HOSPITALS } 


KALAK WATER CO. 


6 CHURCH STREET NEW YORK CITY 


























This question is answered abso- destructible. Used by hundreds 
lutely when the baby is identified of hospitals. 
with the Nursery Name_ Neck- ‘ 
lace. There is no possibility of Write for 
an error when the N. N. N sample neck- 
Method is used. lace, literature 

and descrip- 

Blue bead necklaces, strung tion of hos- 
with white letter beads to spell pital’s self- 
surname, are sealed on the baby sustaining 
before the umbilical cord is cut. purchase 
Sterilizabie. Rapid. Simple. In- plan. 


J. A. DEKNATEL & SON, Inc. 
222nd St. at 96th Ave., Queen’s Village (L. I.) New York 
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NOTES AND QUERIES 
By Edward Swallow 


Carbon Dioxide 

An item about carbon diox- 
ide snow—‘“dry ice”—which ap- 
peared in these Notes in May 
caused some further inquiries 
from several of our esteemed 
readers for more information 
concerning the uses of this 
much used substance. 

It appears that carbon diox- 
ide, on account of its properties, 
has found its way into many 
curious uses. 

As a convenient source of gas 
under pressure, it is used for 
operating outlying railway sig- 
nals, as a motive power for tor- 
pedoes, for inflating automobile 
tires, for blowing obstructions 
out of plumbing, and it is even 
recorded that, before the gaso- 
line engine had been perfected, 
a German inventor made and 
caused to fly a small aeroplane 
driven by a motor that derived 
its power from the escape of 
liquefied carbon dioxide. 

When carbon dioxide ex- 
pands from the pressure in the 
commercial cylinders to the 
pressure of the outside air, it 
is cooled, and a part of it be- 
comes frozen in the form of 
snow, which has a temperature 
below—deg. F., and this is the 
basis of many strange uses. 

According to Edward R. 
Weidlein, Director of Mellon 
Institute, rubber may be frozen 
by bringing it into contact with 
this snow (the so-called “dry 
ice’) until it becomes a brittle, 
easily pulverized solid. 

Moulded into pencils, the 
snow has been used by physi- 
cians to produce local freezing 
of portions of the skin, in or- 
der to facilitate the removal of 
blemishes. 

The liquid carbon dioxide it- 
self is used as the refrigerating 
liquid in mechanical refrigerat- 
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ing machines, especially where 
low temperatures must be 
reached, as in the manufacture 
of helium. 

Carbon dioxide has _ been 
found to have beneficial effects 
upon various food products, so 
that there may now be pur- 
chased butter that has been 
churned in it, ice cream that 
has been frozen in atmosphere 
of the gas, and cocoanut and 
other products which come in 
tin cans full of carbon dioxide. 


Hospital Floors 

One of the most important 
conditions under which floor- 
ing may be impaired in hospi- 
tals is moisture. Excessive 
moisture is found in some floors 
which are mopped, in basements 
and around plumbing fixtures, 
Necessary. sanitation is im- 
paired by the presence of ex- 
cessive moisture. Many materi- 
als, especially those having 
waxed surfaces, become more 
absorptive after having been 
worn. 

As the result of an investiga- 
tion by the Mellon Institute, 
the conclusion was reached that 
tile floors are desirable in hos- 
pital construction, because 
they fulfill the sanitary, esthetic 
and comfort requirements. 

They are serviceable, being 
very resistant to wear, stains, 
chemicals and fire. Tiles are in- 
odorous and do not rot, fade, 
check, harden, soften, or deteri- 
orate from exposure to sunlight, 
moisture or change of temper- 
ature. 


NEW VETERANS’ 
HOSPITAL 
Contract has been let for a 
new U. S. Veterans’ Hospital 
near Northport, L. I. It will 
have facilities for handling 1,090 
neuropsychiatric patients, and 
there will be thirty-five build- 
ings to the group. 
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A Typical Operating Room Installation in 
NORTHWESTERN HOSPITAL 























| Serna 


A combination case embodying an instrument cabinet, 
film viewing box, saline solution warmer and suction com- 
partment. The latest deveiopment in operating room 


equipment. 
Our specifications for Standard Inset Cases are more 


exacting than those required by architects. 
Write for information and illustrated booklet. 


tM AX WOCHER & SON“: 


Surgical Instruments and Hospital Furniture 
29-31 W. Sixth St. . Cincinnati, O. 
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RECREATION FOR CON- 
VALESCENT PATIENTS 
(Continued from page 632) 


sometimes be easily arranged. 

It is surprising what effects 
can be produced with a few rolls 
of crepe paper and such old 
clothes as many charitable peo- 
ple will be glad to donate if 
they are asked for them. The 
more substantial things can be 
worked over and used several 
times. 

All such matters as this should 
be among the duties of the so- 
cial service department, if the 
hospital has such workers. 

If.not, there are two ways of 
getting this help: from outside 
sources or by detailing such 
nurses as are interested in work 
of this nature. 

Permit me to say, again, that 
the nurses who do this sort of 
thing are not wasting their 
time, but are gaining valuable 
experience in the development 
of ingenuity in dealing with the 
countless foibles and eccentrici- 
ties of sick people, which will 
serve them well when they 
come to be cast upon their own 
resources in private practice. 


Women Always Willing to 
Assist in Some Way 


There are many women in 
every city and village, large 
enough to support a hospital, 
who would be glad to give a 
few hours of their time to work 
of this sort if they knew that 


such service would be wel- 
comed. 

These can readily be reached 
through the women’s clubs, 


church and fraternal societies 
and the like, and once their in- 
terest is aroused they will con- 
tribute not only their time, but 
books, magazines and other ma- 
terial things that I have men- 
tioned. 

Of course, they will need su- 
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pervision, at first, lest their ep. 
thusiasm carry them away, but 
as soon as they learn what js 
wanted and how to do things 
they will be helpful beyond 
measure. 

The American Library Aggo- 
ciation is always glad to help 
out with useful and practical 
suggestions in its own line; and 
it is highly probable that the 
librarian of the local library 
would be glad to assist in put- 
ting a hospital library in run- 
ning order and to give an eve- 
ning, now and then, to keep it 
functioning smoothly. Remem- 
ber that even the Great Master 
promised help only to those 
who ask for it. 


to Keep Patients 
Contented 


The contented and happy pa- 
tient is the one who recovers 
most promptly and satisfacto- 
rily, other things being equal; 
and the hospital that keeps its 
patients contented and happy is 
the one that prospers and 
stands high in the community. 

More things are _ necessary 
for the welfare of patients than 
to see that their temperatures 
are taken, their dressings 
changed and their meals served 
at regular intervals. 

Their illnesses have not made 
them other than human beings 
—in fact, they are frequently 
more “human” than ever—and 
the hospital that studies them 
and ministers to them from this 
standpoint will come to be con- 
sidered as a place of refuge in 
time of trouble and not as a 
prison, to be entered only when 
they find themselves “with one 
foot in the grave.” 


Important 





A man conscious of God could 
not be conscious of self or fret 
to draw notice to his words and 
acts. — Canon Barnett, “The 
Service of God.” 

























September, 1926 665 








The health of the individual 
is largely dependent on the 
habit of regular bowel move- 
ment. 


Whenever “Habit Time’ is 
neglected, the daily peristaltic 
stimulus is lost and constipation 
is the result. 





Only by a process of re-edu- 
cation can the practice of regu- 
lar daily defacation be restored. 


Along with a regimen of diet 
and exercise, a mechanical aid 
will help materially in shorten- 
ing the re-education period. 


PETROLAGAR supplies the 
desired mechanical aid by inti- 
mately permeating the fecal 

PETROLAGAR has been Mass, lubricating and softening 
accepted for new and Non- j; r Te- 
ee ee ie it, to promote easy bowel move 


Council on Pharmacy and ment. 
Chemistry of the American 


a PETROLAGAR is an emul- 
TRTROLAGAR is Hewd = iGcation of a fully saturated 























as follows: 
PETROLAGAR (Plain). mineral oil and agar - agar, 
i. palatable and effective. 
Deshell Laboratories, Inc. 
Dept. H. B. 
536 Lake Shore Drive 189 Montague Street 
CHICAGO, ILL. BROOKLYN, N. Y. 


Fetrola 


Reg’d U. S. Pat. Office 


gar 
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THE MIDDLE-CLASS 
HOSPITAL 


The American Hospital Asso- 
ciation this year is evidently go- 
ing to be big news and an evi- 
dence of this is that the Hearst 
newspapers have run the follow- 
ing editorial: 

“One subject of consideration 
by the American Hospital As- 
sociation during its annual con- 
vention at Atlantic City next 
month will be ‘hospitals for the 
middle class.’ Nothing seems 
to be more needed in this coun- 
try today. 

“Social classification in the 
United States is chiefly a mat- 
ter of economic differentiation. 
It is determined less by pedi- 
gree than by pocketbook. 

“When we speak of our ‘mid- 
dle class’ we exclude at once 
the very poor and the financial 
nobility —the bootleggers, film 
stars, heirs to great fortunes and 
so on. We mean ordinary peo- 
ple who receive good salaries 
and live well, but have small 
bank accounts and no incomes 
independent of their earnings. 

“When one of this great ‘mid- 
dle class,’ which is by far the 
largest part of this nation, is 
forced to go to a hospital him- 
self or to send a member of his 
family there for treatment he 
undergoes a torture of expense. 

“As Dr. S. S. Goldwater, di- 
rector of Mount Sinai Hospital 
of New York, remarks: 

“‘Hospitals were originally 
intended for the poor only. 
When the rich discovered that 
they could get better care at 
such institutions than at home, 
exclusive and expensive hospi- 
tals were organized. 

“No one ever thought of the 
middle-class patient. Now he 
spends a lifetime’s savings of 
the family’s bank account to get 
hospital treatment with no stig- 
ma of charity.’ 

“That is the literal truth.” 
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Opportunities 











SPECIAL ATTENTION—T furnish 
all kinds of Nurses, Pupils, Tech. 
nicians, Physicians, Attendants, [p. 
ternes — in fact ALL kinds of help 
for Institutions. Also furnish positions 
to all kinds of Nurses, Physicians and 
Institutional employees. Also sell and 
furnish physicians’ practices, locations 
partnerships, positions, etc. Established 
1904. Gilt edge references. Special 
plans. F. V. Kniest, R. P., Peters 
Tr. Bldg., Omaha, Neb. 








“NEVERSSLIP” Navel Ligatures 
always please Doctor. Two Jars, $1. 
12, $5. P. P. for your check. ‘Nsgs” 
Laboratory, Wenona, IIl. 








Wanted—(a) Instructress; a year or 
two of experience preferred; college 
training desirable; accredited hospital 
located in Chicago vicinity; substan. 
tial entrance salary. (b) X-ray and 
laboratory technician to take charge of 
laboratory of 50-bed hospital; best of 
equipment; $125, maintenance. 271, 
Medical Bureau, 822 Marshall Field 
Annex Building, Chicago. 








Wanted — (a) Several general duty 
nurses for one of Chicago’s leading 
hospitals; eight-hour duty; $100. (b) 
Surgical supervisor for standardized 
hospital of 110 beds; position requires 
some one whose experience has been 
secured in accredited hospitals; $135- 
$150 to. start. (c) Supervisor for 
pediatrical ward; must be experienced; 
$100 with early increase. 272, Medical 
Bureau, 822 Marshall Field Annex 
Building, Chicago. 








Graduate nurses wanted (Protes- 
tants) in good health, etc. Also one 
for head nurse—experienced in man- 
agement, obstetrics, surgery and an- 
aesthetics. Give full details of train- 
ing, experience, etc., in first letter. 
Good wages paid. Klamath Valley 
Hospital, Klamath Falls, Oregon. 








WANTED—(a) Night Supervisor; 100- 
bed _ hospital ; southwestern city; 
starting salary, $115. (b) Instructor 
and Assistant Superintendent of nurses 
for a children’s hospital; work is gen- 
eral pediatrics; students are affiliates 
from accredited schools taking a three 
months’ course; minimum salary, $125. 
(c) Dietitian; medium sized hospital 
located in a university town; an _in- 
teresting, administrative position; $100. 
286, Medical Bureau, 822 Marshall 
Field Annex Building, Chicago. 








FOR SALE—Burdick Electric Light 
Bath Cabinet, excellent i 
reasonable in price. Also large Peer- 
less health scale; practically new. 
Write for further particulars—H. T. B. 
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WANTED—(a) Graduate Nurse to 

take charge of a small, industrial 
hospital; southwestern location; $125. 
(b Several Graduate Nurses for gen- 
eral duty; hospital is devoted entirely 
to the care of tuberculosis ex-service 
men; best of living and working con- 
ditions; substantial salary. (c) An- 
gesthetist; must be qualified in ether 
and nitrous oxid; 125-bed hospital lo- 
cated in a beautiful California city. 
287, Medical Bureau, 822 Marshall 
Field Annex Building, Chicago. 








The physician who prefers Salicy- 
lates from natural sources may safe- 
guard himself by prescribing Sodium 
Salicylate—MERRELL. Merely spec- 
ifying “true” or “natural”? Sodium Sali- 
cylate really means nothing, owing to 
the widespread sophistication of the 
oil of birch from which this product 
is supposedly made. See announce- 
ment on page 599 and ask for litera- 
ture. Sees 
Solvay Snowflake Crystals and Super 
Cleanser are products of The Solvay 
Process Co. Snowflake is a true soap 
saver and a true aid to a perfect 
bleach. Super Cleanser is economi- 
cally used for cleaning tile, marble, 
glassware, refrigerators, windows, etc. 
Write for our helpful booklet. An- 
nouncement on page 601. 





If you are hard pressed for an in- 
terne, a technician, a nurse, or medi- 
cal help of any kind, don’t worry— 
write or wire Aznoe’s. He has been 
performing this service for thirty years, 
and naturally nobody knows like Az- 
noe’s. See page 596 for address. 





Butesin Picrate Ointment, possessing 
both analgesic and antiseptic proper- 
ties, is becoming very popular for the 
treatment of burns and wounds. All 
hospitals should always have a supply 
on hand for emergencies. It’s an Ab- 
bott product and Council passed. 
(Page 639.) 


When you come to think of it, it 
isn’t to be wondered at that Revelation 
Tooth Powder is so popular, because 
it is manufactured on sane, scientific 
principles. To convince you, a can 
will be sent absolutely free. See ad 
on page 653. 





Wocher’s Standard Inset Cases, 
combining an instrument cabinet, film 
viewing box, saline solution warmer, 
and suction compartment, is consid- 
ered the ideal case for modern, up-to- 
date hospitals. See our announcement 
on page 663. 





For Acid Intoxication, procure Kalak 
Water. It’s a sparkling, aerated, pa- 
latable water, as well as the strongest 
alkaline water of commerce. A _ spe- 
cial price is made to medical institu- 
tions. Write Kalak Water Co. for lit- 
erature. (Page 661.) 


Keleket’s new 8-inch, 120,000 Peak 
Volt X-ray apparatus is an outstand- 
ing feature in the X-ray field. Every 
hospital needs this equipment. Note 
the announcement on page 617, and 
write for Bulletin No. 8. 

















Laundry 
Economies 


Try These Practical 
Suggestions 


Here are three Palmolive 
specialties created for 
small laundries. They 
offer economies in opera- 
tion necessary for the pri- 
vate laundry in competi- 
tion with commercial out- 
side laundries. 
BADGER  -FEAKES: 
wafer-thin shavings of 
fine tallow soap for all- 
around heavy duty. 88% 
all soap—42° titre. Dis- 
solve instantly; use them 
directly at the wheel. 
Strong elastic suds de- 
signed for high tempera- 
tures. 

BADGER KWIK-SOLYV: 
the same high grade soap 
in the form of mealy 
grains which absorb water 
like thirsty sponges. 92% 
all soap, instantly soluble. 
Measure economically. 
TEXOLIVE KWIK- 
SOLV: pure olive oil base 
—92% all soap. Titre 22°. 
The consistency of coarse 
soap meal that dissolves 
like snow flakes on touch- 
ing the water, whatever 
the temperature, however 
hard or soft your water. 
Indispensable for the Cold 
Break. Ideal for washing 
blankets. 


Now a Trial Order 


A trial barrel of each of 
these products will intro- 
duce you to its new and 
invaluable laundry aids. 
Try them . then de- 
cide which best fills your 
requirements. Then place 
a standing order. Get 
Acquaintance Barrel to- 
day. 
The Palmolive Company 
(Del. Corp.) 
360 N. Michigan Ave., Chicago, Ill. 
3305 
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Healthy Babies 


THE NATION MARCHES FORWARD 
ON THE FEET OF LITTLE 
CHILDREN 


The future health of our Nation largely 
depends on the health of the babies of 
today. 


Proper food, supervised by physicians, 
is one of the most important factors to 
keep the baby well. 


A food worthy of your consideration is 
Fresh Cow’s Milk, Water and... 


Mead’s Dextri-Maltose 
(Dextrins and Maltose) 





- The Mead Johnson Policy hey 


MEAD’S Infant Diet Materials are advertised only 
to physicians. No feeding directions accompany 
trade packages. Information in regard to feeding is 
supplied to the mother by written instructions from 
her doctor, who changes the feedings from time to 
time to meet the nutritional requirements of the grow- 
ing infant. Literature furnished only to physicians. 





SPECIAL PRICES WILL BE QUOTED 
TO HOSPITALS ON REQUEST 


MEAD JOHNSON & COMPANY 


Evansville, Indiana, U. S. A. 


Manufacturers of Infant Diet Materials Exclusively 
Be 
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By Ermon Allen, Factory Supt., 
Frank S. Betz Company, 
Hammond, Indiana 





own through the ages honesty has been associated with 
the worker in metals. 


There is a tradition of truth around a shop where they 
temper and turn steel. 


The present day descendants of Tubal Cain love to work 
in a plant and at a job where they are instructed to build 
honesty into every inch. 


If you could watch the craftsmen who build WHITE 
KRAFT Metal Furniture—if you could talk to them—you 
would realize that the reputation won by the finished prod- 
uct is earned by the honesty these men build into every inch 
of their job. 


Aside from mechanical ingenuities and skillful designing, 
which are both factors, it is this fundamental honesty of 
craftsmanship which is your assurance of long and satisfac- 
tory service when you are WHITE KRAFT equipped. 














Fitting White Kraft Furniture in the Factory of the Frank S. Betz Co. 
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PARA-THOR-MONE, LILLY 


An Active Hormone of the 
Parathyroid Gland, Parathyroid Extract, Collip 
Biologically Standardized 


rel 


ILETIN (INSULIN, LILLY) 


The First Preparation of Insulin Commercially 
Available in the United States; Time Tried, Pure 
Stable, Uniform 


RY 
PITUITARY EXTRACT, LILLY 


The Posterior Lobe Principle in a State of 
Purity Heretofore Unobtainable Commercially 
Standardized; Retains its Potency 
Indefinitely 


ES 


Physicians’ Inquiries Invited 
ELI LILLY AND COMPANY 


Research and Producing Chemists 
INDIANAPOLIS, U. S. A. 


ESTABLISHED 1876 





